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IN THIS WEEK’S ISSUE 


U. S. PRODUCTION 
Total average daily production in the United 
States is up a little. Page 14. 





BOSSIER’S SHALLOW FIELD 
Ridley tested the depth of the mud in Bos- 
sier Parish, Louisiana, last week when he was 
touring the oil fields for his story on page 7. 


DO YOU KNOW JIM SULLIVAN? 
Most of the boys on the derrick floors in 
South Texas know Sullivan and others of the 


United States will soon make his acquaintance. 
Pages 7 and 10. 


NEW WAY TO STABILIZE PRICES 


Western refiners approve proportionate and 
computation tables prepared by W. D. Doug- 
las. Page 8. 


WELL IN NEW AREA IN MEXICO 


Aguila completes 30,000 barrel well 11 miles 
southeast of Toteco in Mexico. Page 52. 


NEW WORK DECREASES 


New work shows a decrease in the territory 
east of the Mississippi river. Page 56 


UPHOLDS OIL WEEKLY 


Geological Survey upholds statement made 
by The OIL WEEKLY one year ago that 
production at El Dorado was coming from the 
Nacatoch. Page 36. 


HAYNESVILLE CLIMBING 
Increase in production at Haynesville forces 
total daily average production of Louisiana up 
a notch. Page 38. 























EXPECT LARGE PRODUCTION 


California oil men predict that the State’s 
production in 1922 will be large. Page 46. 


Houston, Texas, Feb. 9. — The Mexican 
Eagle’s No. 2 San Geronimo, a semi-wildcat 
well between Dos Bocas and Tepetate, in Mex- 
ico, which came in several weeks ago and was 
estimated at 30,000 barrels, has been given a 
test and is good for 100,000 barrels, according 
to information received from Tampico today. 
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EXTENSION IN KENTUCKY 
Deep pay territory in Waller-Runner-Kinzer 
Structure in Kentucky is extended one mile. 
Page 50. 





BIG WELLS IN OKLAHOMA 


Winter and bad weather seems to have no 
effect on operations in Oklahoma. Page 26. 





HEALTHIER TONE TO MARKET 


In Group Three territory the petroleum 
products market is showing a healthier tone. 
Page 22. 





BUNGER DISTRICT EXTENDED 


Bunger area in Young County, Texas, ex- 
tended by new well. Page 30. 





Save $5.40 
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Fifty-two copies of The OIL — 
WEEKLY will cost you Pa 
$10.40 at a news stand. 














KEY TO ABBREVIATIONS 


abn—abandoned; bbls—barrels; 
co—cleaning out; dk—derrick; dr—drilling ;fsh—fishing 
ft—feet ; lcn—location; N. S. E. W.—north, south, east 
west; r—reaming; ur—under-reaming; sr — 
straight-reaming; sd—shut down, standing or 


temporarily abandoned; sw—salt water; td—total 
depth; wo—workover, 


b. s.—basic sediment; 
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When you become a user of the Lucey Four Cycle Gas Engine, you will obtain al 


for your lease the dependable sevice that the present owners of Lucey engines are con- = 
: ° . . . ° . is Kt 
stantly getting. You need an engine which is simple, reliable, and which converts the inves 


full “kick” of every explosion into a driving force—THE LUCEY FOUR CYCLE IS - on 
SUCH AN ENGINE. 





The simplicity of its construction is fully explained by the remark of a field test a 
engineer who said: ‘““The Lucey Gas Engine is so simple there is nothing to go wrong.” : meen 
This engineer was instrumental in giving one of the Lucey 25 h.p. Four Cycle Engines the 


the most severe test an engine could be given—THAT OF BEING USED FOR BAIL- seal 
ING OUT, DRILLING AND PUMPING AT A DEPTH OF 3152 FEET. The He 


power and speed shown in handling bailers and drilling tools make it an ideal engine for ge 
oil country work. The powerful steady stroke and the well lubricated bearings of the 
engine fit it to operate for long periods of time without attention. iva 
will 


It is regularly equipped with Wico ignition, throttle valve regulator, gasometer, ‘dop 
grease and oil cups, ready for work immediately upon completion of installation ro 
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Lucey Manufacturing Corporation OK! 
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Shallow Field of Bossier Parish 


Producing wells range from 280 feet to 405 
feet; wells shut in with no storage available 


HREVEPORT, LA., Feb. 4.—The 
completion of R. O. Roy & Com- 
pany’s No. 9 Railroad Lands well 
showing gas at 374 feet and a show- 
ing of salt water in wells drilled by 
the Frost Oil Company and Keen 
& Woolf, are the first set-backs recorded in 
the development of the Bellevue field since 
the discovery of oil at shallow depths in Bos- 
sier Parish in November of last year. To date 
12 wells have been completed at various depths, 
the salt water in the two wells, both in the 
northwest quarter of Section 10-19-il, is the 
first indication of the limits of the field. The 
site of these two wells is approximately three- 
quarters of a mile northwest of the original 
producer of the district in section 15-19-11. It 
is known from tests made in the geological 
investigations incident to the. discovery of the 
field that there are five sands in the district, 








INTRODUCING MR. SULLIVAN 


James E. Sullivan, who this week becomes a 
member of the staff of the OIL WEEKLY, is 
perhaps one of the best known oil writers of 
the Coastal and Central Texas fields, with an 
acquaintance ranging from major company ex- 
ecutives to roughneck and bull ganger. 

He learned the fields from practical experi- 
ence and his stories have the genuine air and 
lingo—the “feelings of the fields,” not tech- 
nical, but understandable to the layman. 

The Houston Chronicle said: “James E. Sul- 
livan, well known oil writer who has visited 
and described every oil field in the Southwest, 
will contribute special features on _ inside 
‘dope’—intimate, closeup, sketches of life in 
the oil fields of particular interest to the drill- 
er, toolie, roughneck, as well as the successful 
oil operator. Nor will he overlook the lowly 
lease hound.” 

Mr. Sullivan will “take station” first in the 
Oklahoma fields. His weekly page, “Told in 
the Toolhouse,” will tell of the doings of every 
phase of the industry. 

The OIL WEEKLY for the first time prints 
his picture in uniform, secured at a great ex- 
pense—his own. He has been called a soldier 
of fortune because of experiences in tropical 
countries, and “saluting” his way to field rank 
during the world’s war, but he declares the 
only time he ever thought fortune in the offing 
was when T. J. Donaghue of the Texas Com- 
pany painted the bright financial side of rough- 
necking and inveigled him to the West Colum- 
bia oil fields—from where he began to write 
sketches of the oil fielders—human interest 


Stories, true to life—perhaps. 

Read the “Told in the Toolhouse” page each 
week and learn of the “doings” in the fields 
—the seamy side as well as the brighter. 





By J. Kent Ridley 


and the finding of the salt water in the first 
sand in the wells in question, leaves possibil- 
ities for production at lower depths, although 
the owners of the wells today had not an- 
nounced their intentions with reference to 
deepening. 

Just now conditions are most favorable for 
the development of the district. Going from 
one extreme to another, the section that dur- 
ing last fall very seriously interfered with 
the drilling of the first well through lack of 
water, is now covered with water, or more 
properly, saturated. The area which is claim- 
ing distinction as the shallowest oil field keeps 
up the average of extremes by having the 
deepest mud. If subjected to the amount of 
travel passing over the roads in the older 
fields there is no telling how deep it would 
get. 

From Nacatoch Sand 

The shallow production in Bossier Parish is 
from the Nacatoch sand, the same as the upper 
sand in the Caddo field, and has been found 
in the new area at depths varying 125 feet 
within less than a square mile. The shallowest 
show was at 280 feet deep and the deepest 
so far completed 405 feet. The wells show 
various volumes of production, the variations 
being as great as the differences in depths. 

The record of depths of wells completed te 
date shows as follows: 

R. O. Roy & Co.’s No. 2 Railroad Lands, 
397 feet, 1300 bbls. 

National Oil Co’s No. 1 Elston, 357 feet, 
25 bbls. 

R. O. Roy & Co.’s No. 1 Scanland, 336 feet, 
125 bbls. 

Louisiana Oil Refining Corp.’s No. 1 Fee. 
375 feet, 25 bbls. 

R. O. Roy & Co.’s No. 8 Railroad Lands, 
375 feet, 50 bbls. 

Louisiana Oil Refining Corp.’s No. 3 Fee 
323 feet, 500 bbls. 

R. O. Roy & Co.’s No. 2 Scanland, 405 feet, 
2500 bbls. 

Standard Oil Co.’s No. 1 Wyche, 305 feet. 
400 bbls. 

Chandler et al’s No. 1 Bliss & Weatherbe, 
350 feet, 600 bbls. 

National Oil Co.’s No. 2 Elston, 305 feet, 
600 bbls. 

R. O. Roy & Co.’s No. 9 Railroad Lands, 374 

ect, gas. 

Keen & Woolf’s No. 1 Parsons, 510 feet, sw. 

Frost Oil Co.’s No. 1 Robinson, 454 feet, 


Sw. 
Wells Shut In 


None of the producing wells has been per- 
mitted to flow more than enough to get a 
bare cstimate of the possible nroduction, as 


storage is not available. The only real test 
of production was made on the Roy No. 2 
Railroad Lands well a week after completion. 
At that time the well was permitted to flow 
for three hours through a 2-inch pipe having 
seven elbows. The first hour showed 56 bar- 
rels, the second hour 51 barrels and the third 
hour 63 barrels, the gas pressure being great- 
er at the end than at the beginning of flowing 
period. 

The National Oil Company has started work 
on earthen tanks but this operation was sus- 
pended when the conservation commission is- 
sued an order that earthen storage would not 
be permitted. This order has now been 
changed to provide that the oil can be stored 
in earthen tanks if the tanks are covered. The 
work on these pits is hampered by the condi- 
tion of the ground making it almost impossible 
to work with mule scrapers and labor for mov- 
ing the dirt with shovels and wheel barrows 
is hard to organize and a wage dispute is 
brewing. 

The Louisiana Oil Refining Corporation, 
owners of a block of the field in fee, is sur- 
veying a line to the Louisiana & Arkansas Rail- 
way track four miles south of the field, the 
proposed southern terminus of the line being 
about half a mile east of Leslie on that line. 
The location is being made and rights of way 
secured, but there has been no definite an- 
nouncement of plans. Three lines from 
Haynesville and El Dorado pass within a few 
miles of the field, but the difference in the 
grades of oil precludes the possibility of tieing 
into them. Contracts for small field tanks 
have been held up because of the impossibil- 
ity of moving them from the railroad. 


Leasing Stimulated 


The discovery of oil at the shallow depth 
has stimulated leasing for some distance 
around the area. The alternate sections are 
known as the Railroad Lands, under lease to 
Roy and associates, a large block having been 
transferred to them by the Standard Oil Com- 
pany of Louisiana. The Humble Oil & Re- 
fining Company also controls a_ substantial 
acreage. The surface of the so-called Railroad 
Lands is owned by different individuals, the 
mineral rights having been retained when the 
land was sold by the railroad interests sev- 
eral years ago. The forest has been cut over 
by the lumber companies twice, and the growth 
of old field pines over a large portion of the 
territory gives evidence of extensive planta- 
tions there years ago. 

The first well completed in the district was 
drilled with a baby rotary and a derrick only 
35 feet high. This style derrick was copied by 
subsequent operators, but it developed that 
that height is not sufficient for convenience 
and the height now in favor is 48 feet. Drilling 


on the National Oil Company’s lease is being 
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Table for Stabilizing Prices of 
Gasoline and Kerosene Approved 


ie ie) ANSAS CITY, Feb. 5.—At a meeting 
4 by of the Western Petroleum Refiners’ 

Ae Association held in Tulsa Wednesday, 

; January 25, President Richardson 
called upon W. D. Douglas of Kansas City, 
secretary of the Meridian Petroleum Corpora- 
tion, to present and explain a set of propor- 
tionate and computation tables for determning 
margins between refiners and jobbers, which 
he had prepared and offered. 

A motion was made that a committee be 
appointed to investigate the tables in detail 
with Mr. Douglas and report back to the meet- 
ing their opinion and what action, if any, 
should be taken. Vice President Germany ap- 
pointed the following committee: Messrs. Mof- 
fitt, Miskell, Skelly, Collins and Hughes. The 
committee retired and subsequently reported 
favorably upon the tables and recommended 
that the secretary of the association send a 
copy of each table to every member with an 
explanation of the working of the same, and 
request each member to write the secretary’s 
office suggestions and criticisms, the same to 
be reported to a subsequent meeting of the 
association. 

Ia explanation of these tables, Mr. Douglas 
says: 

“The table applying to gasoline is figured 
on the basis of 20 per cent of the gross tank 
wagon market as the jobber’s margin on crude 
oil at $1 per barrel. Changes in the crude mar- 
ket above $1 per barrel are figured on the 
basis of one-fourth of a cent per gallon for 
each 5 cents per barrel in crude which amounts 
to one-eighth of a cent per gallon for each 
25 cents change, or one-fourth of 1 cent for 
each 50 cents change, this to be added to 
column 1, or the refiner’s price and deducted 
from column 2, or the jobber’s margin in the 
event of an advancing crude’ market, or the 
reverse in the event of a declining crude mar- 
ket. 

“This application of crude changes does not, 
in itself, of course, take care of advances in 









done with a spudding machine and there is a 
disposition on the part of other operators to 
use that method, except for the fact that the 
machine was brought in before the rain start- 
ed 

Deeper Strata Possible 


Both the Standard and Humble Companies, 
it is understood, are more interested in the 
possibilities of the deeper strata than in the 
sand that is now producing. This in spite 
of the fact that a deep test drilled by the Texas 
Company was abandoned dry at a little morc 
than 4000 feet. 

The oil produced tests 20.5 Baume and shows 
no gasoline nor kerosene in the analysis, being 
distinctly a lubricant. The gas pressure is 
barely sufficient to bring the oil to the sur- 
face, the presence of gas at the mouth of the 
flow-pipe being scarcely noticeable. The gas 
is all inside the heavy oil and takes several 
hours to evaporate out. Meanwhile there is 
about four inches of foam to top of the flow 
if. 

4 The wells so far completed blew in from the 
top of the sand and the depth of the sand has 
not been shown. The Roy well making about 
2500 barrels from 405 feet blew in with the 
drill stem in the hole. During the time it went 
wild it blew oil about half way up the 48-foot 
derrick. 

The Roy No. 9 Railroad Lands well, blowing 
about 2,000,000 feet of gas from 374 feet, is 
not expected to continue as a gas well for long. 


crude in proportion to the relationship of the 
gasoline vield to such advances, but it is not 
likely that any change in the crude markets 
would occur without at least an approximate 
relative change in the tank wagon markets in 
which event the table would adjust the margins 
proportionately to both the refiner and the 
jobber. 

“Any changes in the tank wagon market are 
divided between the refiner and the jobber at 
the rate of 80 per cent and 20 per cent re- 
spectively: That is, in the event of an advance 
in the tank wagon market the refiner would 
receive 80 per cent and the jobber 20 per cent 
of such advance and in the event of a de- 
cline in the tank wagon market, the refiner 
would stand 80 per cent and the jobber 20 
per cent. 

“Any fraction of a cent in a tank wagon mar- 
ket, that is not shown in the table, is to be fig- 
ured actually 80 per cent and 20 per cent and 
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23.2 cents, the nearest to this shown on the 
table is 23 cents, making a difference of .002 of 
1 cent to be figured 80 per cent or .0016 of 
1 cent and added to column 1 opposite 23 
cents tank wagon, and 20 per cent or .0004 of 
1 cent to be added to column 2. To figure 
23.3 cents tank wagon market, the .003 of 1 
cent would be figured by deducting 80 per cent 
and 20 per cent of .002 from column 1 and 
column 2 respectively opposite 234% cents tank 
wagon. 

“The same idea is to be followed in freight 
adjustments where the freight figures under 
3 cents per gallon or over 3 cents per gallon. 


“As indicated by the heading of this table, 
it is to be applied to 58-60 new navy gasoline. 

“The same general idea applies to the kero- 
sene table with exception that the jobber’s mar- 
gin is figured on the basis of 36 per cent of the 
gross tank wagon market instead of 20 per 
cent as on the gasoline table. 

“At this point, desire to call attention to two 
or three typographical errors which were not 
detected until after these kerosene sheets were 
printed. The heading should state that ‘average 
freight 3c per gallon’ is used on this table the 
same as on the gasoline table. In column 1, 
under $2 crude and opposite 11% cents tank 


added to column 1 and 2, or deducted from wagon market the figure should be .0486 in- 

column 1 and 2 respectively as the case may _ stead of .0485. Just underneath that, opposite 

be. 12 cents, tank wagon market, the figure should 
“For example: Ona tank wagon market of — read .0518 instead of .0581.” 





Table of (1) Refinery Prices and (2) Jobbers Margins on basis of 20; Trade Discount on Tank Wagon Ma-ket combined with Crude changes on 
basis of 1-40 of Ic per gallon for each 5c per barrel in Crude. For 58-60 New Navy Gasoline. Average Freight 3c per gallon. 
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26 -1780| .0520 .17925| .0507S| .1805| .0495 .18175| 04825 .1830 .0470) 18425 04575) .18S5| .0745 .18C75| 04325 .1880 | .0420 | .1892S, 04075 .1905) .0395 
26} | .1820| .0530 .18325 .05175| .1845 -18S75| .0492S| .1870! .0480) .18825| .04675| .18S.| .0455 | .19075| 04425, .1920 .0430 | 19325 .04475' .194S| .0405 
27) 1860, .0540) 18725 .05275, .18BS_ 0515) -18975, 05025, .1910, 0490) .19225| 04775, .1935) 0455 .19475 04525-1960 .0440 | .19725 .04275' 1985, .0415 
27) | .1900) .0550| .19125 .05375| .1925! .0S25, .19375 .05125 1950, .0500 .19625 04875 .1975| 0475 .19875| .04655 .2000 .0450 | .20125 .04375 .2025| .0425 
28  .1940! 0560! .19525| .05475| .1965| .0535, .1977S| 05225 1990 .0510 .20025| .04975| .2015| .0483| .2027S .04713, .2040 .0460 | .2052S .04475 .206S' .0435 
28} 1980 .0570| 19925 .0SS75 .2.45  .0S45, .20175 -.S325, .2027, .OS20, .20425| 05075) .205S| .0495 .20675 .048°S| .2080 .0470 | .20925 .04575 .2105| .0445 
29 | .2020' .0580| .2032S| .05675| .2045' .0555 .20575 | .05425 .2070| .0530 .20825 .05175| .2095| .0S0S  .21075 .04925 .2120 .0480 | .21325 .0467S .2145' .0455 
29} | .2060| .0590 .20725, 0577S .2085| .0565, .20975 .05525, .2110 .0540 2122S .05275' .2135| .0S1S .21475 08075 .2160 .0490 | .21725 .0477S 2185, .0465 
30 | .2100' 0600) .21125| 05875! .2125| .0575| .21375 .05625| .2150 .05S0 .21625 .05373| .2175! .0525| .21875 05125 .2200' .0500 | .22125, 0487S .222S| .0475 


Differentials for Other Grades When freight figures 

le per gallon, add to Column 1 .020, Column 2 .005 
1 ¢ per gallon, add to Column 1 .016, Column 2 .004 
Ile per gallon, add to Column 1 .012, Column 2 .003 
2 ¢ per gallon, add to Column 1 .008, Colurmn 2 .002 
2'c per gallon, add to Column 1 .004 Column 2 .001 


3ic per gallon, deduct from Column 1 .004, Column 2 .091 
4 ¢ per gallon, deduct from Column 1 .008, Column 2 .002 
4\c per gallon, deduct from Column 1 .012, Column 2 .003 
5 ¢ per gallon, deduct from Column 1 .916, Column 2 .004 
Ste per gallon, deduct from Column 1 .020, Column 2 .005 
6 ¢ per gallon, deduct from Column 1 .024, Column 2 .006 


nk Wagon to Column ! 
‘; of Tank Wagon to Column I 
% of Tank Wagon to Column 1 
60 62-4090 add 6°, of Tank Wagon to Column 1 
62 64-390 add 10°, of Tank Wagon to Column 1 
; of Tank Wagon to Column 1 
66 68-370 add 20° of Tank Wagon to Column | 
* of Tank Wagon to Column 1 
68 70-350 add 30°) of Tank Wagon to Column 1 





Table of (1) Refining Prices and (2) Jobbers Margins on basis of 36°: Trade Discount on Tank Wagon Market combined with Crude Change 
on basis of 1-40 of Ic per gallon for each Sc per barrel in Crude for 41-43 Waterwhite Kerosenc. 


___ on basis of | CRUDE OIL PRICES 
$2.00 | $225 


) $178 


i 
3 
; 


$3.00 





ie = ee $2.50 | $2.75 $3.25 $3.50 
ea.) he tomes oD 2 i 2 1 2 i 2 \ 2 i 2 1 2 i 2 mas 
& | .0212| .0286| 02245) .02755| .0237 .0263| .02495 .02505/ 0262, .0238| .02745 .02255 .0287  .0213| .02995| .02005| .0312| 0188 103245 01785, 10337) 0163 
8} | 0244 0906) .02865| 02835) 0269) 0281 02815 02685 0294 0256, 09065 | 02435) 0319) 0231) 03315) 0218S) 0344) 0:06| 03565 01935 -0068| 0181 
9 | 10276! .0324| .0288S| 103115 .0301| 10299 103135 02865 0326 .0274| 03385 .02615| .0351| .0249 .03635 02365 .0376| .0224, .03885. 02115, _0401 0199 
9} | .0308| 10342! .03208| 103295 0333! .0317| .03455 .03045, .0358| .0292| .03705 .02795| .0383' .0267| 103955/ .02545 .0408| (0242! .04205| .02295| 10433 ‘0217 
10 | .0340) .0360| .03525| .03475| .0365| .0335| .03775  .03225| .0390| .0310/ .04025| .02975, .0415| .0285| .04275| .02725 .0440| .0260| 04528 .02475| |0465| (0235 
10} | ea7a [0378| .03845| .03655| .0397| .0353| .04095| .03405| 0422) 10328 .04345| .03155| .0447| .0303| .04895| .02908| 0472! 0278) .04845 .02655, 0497, 0253 
11 | 10406 0396] 04165 03835. 0429| 0371 .04415| .03585| .0454| 0346, 04665 .03335, .0479, .0321 04915 .03085| .0504| .0296| .05165 .02835| .0529| 0271 
11} | 0436) .0414| .04485) .04015, 10461) 0389 104375 03765 .0485 0364 .04985 03515 0511, .0339| .05235| 103265 10536, 0314) .05485 .03015| 10861 0289 
12 | .0<68| -0432) 04805 | 104195 .0493| .0407 .05055 03945, .0581, .0382| .05305| .03695| .0543| .0357 .05555| 03445 .0568| 0332| 05805 103195 0583 ‘0307 
12} | .0500| .0450| .06125| .04375| .0825| .0425) .05375 .04125| .0550| 0400, .05625 .03875) .0575) .0375| .05875, 103625 .0600| .0350| .06125|.03375 0625) 0325 
13 | .0532| .0468| .05445| .04555, .0557| .0443. .05695| .04305| 0418) .05945 .04055| .0607 | | 06195| .03805| 0632) L0368 .06445 103555 “0687, 0343 
13} O54 0486) .05765, 04735, 0589 0461, .06015 04485 0614) .0436) 06265, .04235| .0639| 0411) .06515| .03985 0664) 0386) .06765| .03735| .0689| _0361 
14 | 0596) 0504) 0608s 04915) 0621 0479) .06335) .01665) 0546) 0454) .06585| .04415/ 0671) 0429) 6835, 04165 0696| 0404 | .07085| .03918| ‘o7a1| ‘oats 
4 -0628' .0522) .06405| .05095| . | 06655. y A 06905 | 04595, . : a J 04345) y r | | | 
is! 0660! ‘0540| 4 “05275| 10685| .0515| .06975| .05025| .0710| .0490| .07225| .04775| .0735| .0465| .07475| .04525| creo ror ores | 04275, tun! on 
15} | .0692| .0558| .07045| 05455 .0717| .0533| .07295) . ‘€742| 0508 | {07545 | 104985] 0767, .0483| .07795| .04708, .0792| (045s! .08048| _oaass| ‘oory, “ota 
16 | 0724) 0576) .07365| 05635) 0749, 0551) .07615| .05385) .C714 0526 .07865, 05135, 0789) 0501 08115 .04885 | 0824) 0476 08965, 04635, 0849 041 
16} | .0756| .0594| .07685| .05815| .0781| .0569| .07935| .05565| .0806, .0544| .08185| .05315| .0831 | 0519 .08435| 05065  .0856| (0494| .08685| _04815| (0881 ‘ose 
17 | 0788! .0612| .08005| .05995| .0813| .0587| 08255) .05745) .0838| .0562) .08505| .05495, .0863  .0537| .08755| 05245 .0888| .0512| .09005| .04995| .0913| '0487 
17} | 50820) .0630| 108325] .06175| .0845 | .0605| .08575| 05025 0870 0580, .08825| .05675| .0895| .055S| .09075. ‘0920| [0830| 108325 | 08175 ‘ees ‘ones 
18 | .0852| .0648| .08645 106335 10877) .0623| .08895 .06105| .0902 .0598  .09145| .05855| .0927| 0573 09995 .05605, .0952 .0s48| _09645| 08355 _0977| ‘esos 
18} | .0884| .0666| ,08965| .06535| .0909| .0641| .08215 .06285| 0934 .0616 .09465 .06035| .0959| .0591| .09715| .05785 0984, 0566 09968 ‘OSs3s| F 
19, | 50916| .0684) .09285| .06715| .0941| .0659| 109535 | 06465 0966 0634 09785 06215 .0991| .0609| 10035 .05965 _1016| .0Se4 10288 _0S7I8 ‘ten ‘oso 
19} 0948 0702 | .09605 06895) .0973| .0677| 06645, 0652 10105  .06395) .1023| .0627/ .10355) .06145 .1048| .0602) .10605| .05895, (1073) 10877 
0980! .0720| 0982S | .O7075, .1005| 0695| .10175| .06825| .1030. .0670| .10425 .0657S 1055 0645. _1067S| \06325 | ‘1080 0620 10925 106075. “1105! _osos 
20} | {1012 .0738| .10245| .07255) -1037, 0713, .30695 .07005| .1062 0688, -10745| .06755, -1087 0663 :10995| .06505 |1112| 0638) 11245 06258. ‘1137 ‘goes 
21 | [4044) 0756) -10565, .07435, -1069| 0731) 10815 .07185| .1094) .0706| .11065 06935 -1119| 0681 :11315 .06685 |1144| 0656) .11565| _06438| ‘}1e9| ‘Sea, 
21} | -1076| .0774| .10885 07615, .1101| .0749 .11135 07365 1126 0724 .11385 .07115 1151 .0699| .11635, .06865, 1176, .0674| .11885| .066TS| ‘1201| ‘oes 
1408) (0792) {11205  .07796) -1133| 0767, -11455| 07545-1158) 0742-11705, 07295, 1183, _ ‘0717, {11955| 07045, ‘1208 0602, 12205-06795, “1233 “ose? 
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NATIONAL STEEL 
ROWN BLOCKS 


q Strong and durable. 


q Abundant oil storage 
in all boxes insures 
proper lubrication. 


q Bolt holes in top of 
beam permit adjust- 
ment of boxes to suit 
various conditions. 


q Large diameter gud- 


geons insure longer 
life. 
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THE NATIONAL SUPPLY COMPANIES 


10. 


Jim says we are 
printing his pic- 
ture in uniform 
so he can pass 
through Mexia. 





Gen. Jake Wolters and cohorts seem to be 
separating the Brethren of Chance from in- 
dividual jake and community jokelets in the 


Mexia fields. 


T. M. (Doc) Pepper, former driller for The 
Texas Company, author of “Pepper vs Chili,” 
has immigrated to Orange and is peddling the 
hole for the Humble Company. Recently while 
tampering with a foolish gumbo buster he lost 
a prong from his right hand. 


Walter S. McGill, bringer-in of Abrams 1, 
drilling for the Monarch Company at Orange 
recently lost, in Cow Bayou, the famous derby 
hat awarded him by the Czar of Russia, for 
gallantry during the Jap-Russ war. While 
drilling a well in Asiatic Russia, he “lifted up” 
just as a leading bomber of royal families 
strode upon the floor and sprayed him to death 
with mud and water. The bayou is being 
searched with grappling irons. 


In Ole Fort Bend 

“Cap'n Bill” Andrus, 7 inches in latitude, 75 
in longitude and member of the Twilight 
League: 

“Say, Winn, what had you ruther have than 
anything in the whole world?” 

Winn Crosby, a premier Coastal drilling con- 
tractor, “Well, Bill, I reckon I’d ruther have 
a hat that wouldn’t blow off every time I crook 
my elbow.” 





Nearly a Sheriff 

At Antlers, Oklahoma, Captain Ben Davis 
Locke, son of Col. Victor Locke, ex-governor 
of the once Choctaw nation, is going heavy on 
well digging—expects to become an oil mag- 
nate by the time grazing gets good. And that 
recalls another well—an ambition, the time he 
ran for sheriff of Pushmattaha County. 

During some sort of a local political hiatus 
“B. D.” announced for sheriff upon the repub- 
lican ticket—free pasturage and anti-wire fence 
planks and turned his “herd”’—three or four 
scrawny steers, some sad-eyed cows and their 
offspring into a campaign fund. 

The younger element flocked to his standard. 
Likewise many unattached mavericks. His 
chances for election looked so good, the head 
of the House of Locke, a democrat of the old 
school, swore by all the saintly ghosts of the 
Choctaw tribe the family escutcheon should 
never be cluttered up with a republican office 
holder, threw his own hat into the ring and 
opened a hostile campaign camp. By the lib- 
eral use of barbecue and things he swept up 
the landscape with the mutilated political re- 
mains of his favorite son. 

Election returns satiated “B. D.’s” desire 
for campaigning until Kaiser Bill started on 
his rampage, when he showed up at Fort Sill 
with a company of “Injuns,” several of whom 
could be shod with army brogans without be- 
ing roped and thrown, for service with the 36th 
division. The waving poppies of Flanders’ 
Field caused another re-action, but now he has 
“broken out” with oil fever—good and plenty 
with a flock of wells in the offing. 
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GJold in the Tool House 


bY JAMES E.SULLIVAN 


Look Who's Here! 


“Ab” Webber, superintendent of the Free- 
port Sulphur Company’s field operations, 
claims Stratton’s Ridge in Brazoria County, is 
to be the next field of the Coastal country. 

An effort may be made to arrange a joint 
debate between him and Banker Schwind of 
Francitas. 

“IT have argued and debated with bankers 
before,” says Superintendent Webber. “Some- 
times I would win and get a little extension 
and again I'd have to ‘shell ’er down’.” 


Oil Well—Airplane 


Henry Isaacs, retired capitalist of Massa- 
chusetts and a heavy investor in the Houston 
sector of the Coastal fields recently saw his 
first well from the hurricane deck of a flivver 
at Goose Creek and was a keen observer of 
the H. T.’s Bruce No. 1’s antics while trying 
to break into polite oil field society. 

“This is as exciting as my first trip in an 
airplane,” he confided to Roy Black of the 
Humble Comnany, who couldn't be catheaded 
to within a half a mile of an airplane. 

Incidentally Mr. Isaacs is spending the win- 
ter in Florida and has flown from Miami to 
Havana—“not for any particular purpose, least- 
ways, perhaps. not for the one you doubtless 
have in mind,” he declares. 

“But watching an oil well during its—well 
when the drillers are trying to administer the 
twilight sleen—is quite an experience to me. 
Back home the greater majority of the people 
have no concention of the magnitude of the 
oil industry in Texas. And neither did T until 
T came down here and invested. I came, saw 
and—the oil conquered.” 


Oh, You Home Brewers. 


Maior A. V. Dalrymple, late supervising 
federal nrohibition agent for the Central di- 
vision, the Northwest, has invaded the North 
Texas oil fields. Not in a capacity similar to 
the Hero of Freestone County, but as an op- 
erator. Incidentally he is a native Texas, born 
and raised at Lexington—muchly traveled and 
considerably militarized. 

During the Snanish war he stood near the 
shadow of Admiral Sampson off Matanzas 
when a forlorn Cuban mule fell before a broad- 
side from the flag ship. Later he helped pacify 
the Filipinos by teaching them their A. B. C.’s 
and then as prosecuting attorney for the inter- 
nal revenue department jugged them for using 
canceled postage stamps and refusing to pay 
for the nrivilage of making home brew. 

And the Little Brown Brother (of William 
H. Taft) records provincial time from his in- 
augural ceremonies as civil governor of Am- 
buravan, while many survivors of that event- 
ful “Histing” even at this late day, hang onto 
the nearest pole and clamor wildly when they 
think of it. 

During the flare up with the Central Powers 
over where the Kaiser should eat his Christ- 
mas dinner. the maior served in the intelligence 
denartment of the armv, both home and 
abroad. In this canacity he organized the na- 
tionalistic groups in the United States. and 
formed the Democratic mid-European Union 
in Washington. The returns, however, showed 
they bolted the Democratic nominee and went 
the whole hog for Harding. He was then 
trekked to France to make peace talk against 
the grunts and exclaims of the Polish army. 
Then a spell as chief attorney for the federal 
board of contract adjustments. And now— 
digging for. Texas oil. 


Another Booster 

W. F. Schwind, banker and operator of Fran- 
citas, Jackson County, declares a new field 
will be discovered along the extreme Gulf 
Coast that will make all others look like the 
republican vote for governor of Texas. 

“Of course I am not going to give the exact 
location of this new field, but will venture 
the assertion that it will not be far from the 
lower section of Jackson county,” he declared, 


In a Mescal Tree 

L. W. Watson, who is ripping around Pierce 
Junction with a deep going rig had to be cat- 
headed from the crown block of his own der- 
rick recently when he “went up” to show the 
derrick man how to string a line. He descend- 
ed by a hind leg. “Slim” Brown, drilling an 
offset, thought his crew was lynching him. 

“I contracted vertigo climbing tall mescal 
trees in Mexico some two years ago and can't 
climb to any considerable height without a 
relapse,” is the way he diagnosed the case to 
questioning friends. 








“Ole Doctor Ben” 

Perhaps few Texas operators know that 
Ben F. Reeves is a doctor—not of oil wells in 
particular, but a full fledged physician and 
surgeon. 

Years ago, no one knows how many but the 
“Doc” and he won't tell, he secured a “sheep 
skin” from the Miami Medical College of Ohio, 
and served as an interne at the Cincinnati city 
hospital, where he learned to hack off legs 
and chop away arms, as casily as he can now 
break out a Kelly joint. 

One time he wandered into the Hocking 
Valley fields, got a good whiff of crude oil, 
and has been whiffing at it ever since. 


That Jackdaw War 

According to Major William S. Holman of 
Bay City, who declares the “Mother Pool” 
of the Coastal region is in Matagorda County, 
the famous Jackdaw war is likely to break out 
this spring with fearful results. 

Last year the jackdaws devastated many 
acres of corn and early grain despite the ef- 
forts of Sheriff Frank Carr and others to 
pacify them. 

“We shall take drastic steps against the 
jackdaw this spring,” declares Major Holman. 
“I expect to presently confer with Oscar Mat- 
thews of Nacogdoches and Charley Grunder 
of Victoria for a line of action.” 

“The cawn crop in Matagorda ana Victoria 
Counties will average at least 60 gallons to 
the acre if we can keep the jackdaws from 
destroying it.” 





Back to the Rig 


C. L. Wottring, who has worked every end 
of the fields from running a rig to grappling 
with a slimy bull plug entrenched in the slush 
pit, recently bloomed out as a meat cutter, 
“touted up” by C. B. Barnes, a Pierce Junction 
brake fondler, who made flowery oration about 
big profits from selling meat to oil fielders. 

Briefly, Wottring bought an outfit, including 
a long white apron that fastened under or 
near the Adam’s apple, two deceased yearlings 
and opened shop. 

Buyers were thick and fast, mostly allies of 
Barnes, but the profits showed a fearful defi- 
ciency. Sirloins had been sold for rounds, 


planks for flanks and—well it is whispered 
Butcher Wottring has declared war and ex- 
pects to conduct raiding parties against the 
drilling area at the Junction for reprisals. 
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West Columbia and Salt Domes 


Attention first drawn to scene of present 
field early in 1901 — Geological history 


HE indications which led to drill- 
ing at West Columbia were gas 
seeps, paraffine dirt and oil shows. 
There is a gas seep with a good 
paraffine dirt bed on the west side 
of the hill on which The Texas 
Company’s camp is located on the west 
side of the dome. Well No. 3 of the West 





Columbia Oil Company is said to have 
been drilled in the center of this bed. On 
the east side of the dome, on the Arnold 


tract about where the first Equitable wells 
were drilled, according to report, there were 
gas, oil and sulphur seeps at the surface. The 
first shallow wells found oil at shallow depths. 


The main oil sands of the old or southeast 
field are found between 2800 and 3350 feet. 
Deeper drilling during the past year has pick- 
ed some prolfic sands at yet lower depths. The 
Humble. Oil & Refining Company’s Japhet 22 
was completed for 5000 barrels at 3725 feet and 
Japhet 31 for 15,000 barrels at 3700 feet, and 
The Texas Company’s Hogg 39 was com- 
pleted for 3500 barrels at 3736 feet. There 
is roughly a division into an upper set of 
sands and a lower sect, separated by a shale 
break. This division is not a hard and fast 
one. In some of the wells this division is not 
possible and productive sands are found in this 
intermediate zone. The individual oil sands 
vary considerably in thickness. The Crown 
Oil & Refining Company’s Marmion Nos. 1 
and 2, Gulf Production Company’s Eyers Nos. 


By Donald C. Barton 


(Continued from last week.) 


1, 2 and 3, have 40 foot sands. The Humble 
Oil & Refining Company’s Coon No. 1 has 
screen set at five different places and has one 
30 foot sand, a 50 foot broken zone, and three 
producing horizons in sandy shale. The Texas 
Company’s Hogg No. 11 has set screen to 
cover about 180 feet of broken formation em- 
bracing one 25 foot sand and one 35 foot sand 





































in use. 


213 S. Cincinnati Ave. 


Everywhere casinghead gas is pulled off 
producing wells, Foxboro Orifice Meters are 
Write for Bulletin N-113. 


The Foxboro Co., Inc. 


Foxboro, Mass., U. S. A. 
Tulsa, Okla. 








Filling Station Owners 























Filling station owners will be interested in a pub- 
lication dedicated solely to the filling station branch 
of the oil business, a publication of filling station 
management, and efficiency. 
THE FILLING STATION, a monthly journal, 
subscription price $1. 


= Write for sample copy. 


THE FILLING STATION 


HOUSTON, TEXAS 


Such a publication is 














and several thinner sands. The Humble Oil 
& Refining Company’s Bashara No. 3 is pro- 
ducing from a 40 foot sand and a 30 foot 
broken zone. 


On the extreme east of the oil field, 1000 
feet east of the main part of the field, the Gulf 
Production Company’s W. C. Hogg wells are 
producing from 3675 feet from a black sandy 
shale. This is a stratigraphically deeper hori- 
zon than the sands of the main field. 

In the new field, on the north side of the 
dome, the pay sands of The Texas Company's 
Abrams well and Hogg No. 49 are around 2775 
feet, while on the south edge of the Jackson 
subdivision they are around 3200 feet—The 
Texas Company’s Abrams No. 3125, Humble 
Oil & Refining Company's Nos. 2 and 2 Rob- 
inson, 3270 and 3297 feet, respectively, and the 
Barclay well at 3290 feet. The sand here is 
some 40 feet thick and has a limestone lense 
in the middle. The wells that have gone too 
deep into the sand have gotten into trouble 
with water. 

In the new field on the northeast side of the 
dome, the production is from sands lying be- 
tween 2500 and 3100 feet. As most of the wells 
have been drilled on or very Icose to the edge 
of the salt, the sands are apparently much 
broken up and the results of the drilling have 
been erratic. 

In the new field on the northwest, the pro- 
duction is from between 3100 and 3600 feet. 


A fair gas pressure is found over most of the 
dome. Some of the early shallow wells had 
severe blowouts at a depth of a few hundred 
fect. Humble Oil & Refining Company's Ja- 
phet No. 16 was a gasser at 1800 feet. The 
Texas Company's Arnold No. 1 had a flow of 
some 7,000,000 cubic feet at 2650 feet, and the 
Big Belt Oil Company’s No. 2 struck a big 
flow of gas at 3275 feet. Very recently The 
Texas Company’s Hogg No. 51 had an ex- 
tremely severe blowout at 2225 feet. The gas 
caught fire as it blew out. The flow was not 
measured, but according to one estimate was 
of the magnitude of 75,000,000 cubic feet. 
The Texas Company’s Abrams No. 1 and 
Hogg No. 49, a few hundred feet to the east, 
are said to have encountered the same gas 
sand but to have held the gas in. 


The oil at West Columbia does not vary so 
much as it does in some of the other fields, as 
tor instance Hull, where there is a range in 
gravity of the deep oil from 19°—38° Baume, 
with many fair wells producing oil with a 
gravity of over 30° Baume. In the southeast 
field, on the Japhet lease, the gravity of the 
oil varies from 19°—24° Baume with the ma- 
jority of the wells producing oil of 22° or 23° 
Baume gravity. The adjacent Sun lease and 
Gulf Production Company’s Eyres lease pro- 
duce 19°—23° oil with most of the wells pro- 
ducing 21° or 22° oil. The Humble Oil & 
Refining Company’s Girard & Marmion lease 
produce 21°—23° Baume gravity oil. The 
Crown Oil & Refining Company’s Marmion 
and Olchewski leases and Gulf Production 
Company’s Hogg have some wells producing 
21°—23° Baume oil and also some wells that 
are reported as producing oil of a gravity of 
only around 15° Baume. .The Texas Com- 
pany’s Hogg wells produce oil for the most 
part of 22°—23° Baume gravity. The gravity 
of the oil from the Arnold lease is mostly 
of 22° Baume gravity. 

The wells in that part of the Hogg subdi- 
vision north of the Japhet lease produce oil 


of 23°—24° Baume gravity except the Gulf 
(Continued on page 53.) 
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PUMPERS DRILLERS~—STANDARD ROTARY COMBINATION 
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All- Steel Drilling 
Rig at Hominy,Ok- 
lahoma. Built for 
the Wm. Graham 
0:1& Gas Company 
Tulsa, Oklahoma 


The ‘Irend Toward Steel 


Inevitably the steel principle of derrick 
construction is winning out over the 
old wasteful methods. Old Habit is stub- 
born and strong—but the laws of econ- 
omy are stronger. When you reflect 
on the ease of erection, dismantling and 
moving of a Moore steel derrick, you 


find the Derrick costs you nothing af- 
ter it is moved from the second loca- 
tion—yet its inventory value remains 
as high as when first bought. Withal, it 
is fireproof and windproof—no Moore 
Derrick was ever known to blow down. 
Send for New Catalog. 


LEE C. MOORE & CO., Inc., Pittsburgh, Pa. 


Tulsa, Okla. 


Dallas, Texas 


Casper, Wyo. 







































13 











THE OIL WEEKLY 





FEBRUARY 11, 1929 








WY 




















BAROMETER 


18 














MOY 


Z 4 
aes 





Gasoline Prices Growing Stronger 
in Wichita Falls Territory 


ICHITA FALLS, TEXAS, Feb. 7.— 
Continued strengthening of gasoline 
prices was the outstanding feature of 
events occurring in the North Texas 
refined products market during the past week. 
Inquiries from the domestic trade as well as 
export demand for new navy and high gravity 
gasclines are reported to be reaching the re- 
finers in steadily increasing numbers. The tone 
of the gasoline market early this week is said 
to be the most favorable the refiners have ex- 
perienced in more than three months, and fur- 
ther increase in prices is not unlikely since this 
product will be forced to absorb some of the 
loss being taken by the plant owners on the 
other by-products from the crude run through 
their plants 

None of the North Texas refiners have in 
creased their daily runs to the full capacity of 
their plants, although a number have refused 
to accept additional orders for gasoline for 
delivery over February at prevailing prices 
Extremely low prices on kerosene, fuel oil, 
distillates and gas oil are primarily responsible 
for the continued curtailment of crude runs, 
and some outlet for these products at reason- 
able prices must be found before the refiners 
can afford to increase their output. 

Although export buyers are offering a half 
cent more for new navy and 64-66 gasolines 
early this week than ten davs ago, they are 
encountering difficulty in getting orders placed. 
The Dallas office of the Union Petroleum 
Company during the past week purchased 25 
cars of new navy and 15 cars of 64-66 gravity 
390 end noint gasolines and 25 cars of kerosene 
from Wichita Falls refiners for delivery over 
30 davs to Westwego, Louisiana. It is ex- 
pected that the refiners will insist on the ex- 





port buyers taking a certain quantity of kero- 
sene with gasoline purcnases, unless an outlet 
is secured for the former product at an early 
date. 

lXerosene of the 41-43 gravity water white 
variety can be had at prices ranging from 3 
to 342 cents per gallon in tank car lots which 
price is almost identical with those prevailing 
last summer when crude was available at $] 
per barrel with only a small premium in addi- 
tion. A few of the refiners are hopeful of a 
few export orders being placed for this prod- 
uct in which event further sacrifices on prices 
would be made in order to clear storage tanks 
before the summer gasoline business gets un- 
der way. Fuel oil is reported to be holding its 
own in price as well as in demand, but gives 
no indications of strengthening. Wichita Falls 
and Burkburnett refiners are quoting prices 
ranging from 70 to 80 cents per barrel, f. o. b. 
shipping point in tank car lots, while Fort 
Worth plant owners are asking prices around 
the dollar mark. 


A fair range of prices on refined products in 


the North Texas district, f. o. b. shipping 
point, in tank car lots, follows: 

Gasoline, SR, 56-58, 450 ¢. p. ....... 12% 13 
Gasoline, SR, 58-60, 437 ce. p. .......13% 13% 
Gasoline, SR, 60-62, 400 e. p. ....... 144% 14% 
Gasoline, SR, 64-66, 375 e. p. ....... 17 17% 
Naphtha, 50-52, 450 e. p............. 10% 10% 
Nat. Gasoline (casinghead), 80-88..11 12 
Nat. Gasoline (absorption), 70-74..11% 12% 
Kerosene, WW, 41-43 ............. 3 3% 
oe tks cosnewncens 24% 2% 
Gas Oil, dark or straw, 32-36 ...... 2% 2% 
Fuel Oil (Wichita Falls) .......... 70 80 
Fuel Oil (Fort Worth) ............ 95 1.05 





R. G. CUNNINGHAM 
President of the Cunningham Oil Company of Miami, 
Oklahoma, and newly elected president of the Oklahoma 
Oil Jobbers Association. 





Wichita Falls, Texas, Feb. 9.—Mid-Kansas’s 
No. 1 G. W. Hill (Account 2) in the Eliasville 
District, Stephens County, gauged 1800 bar- 
rels first 24 hours early this week from grey 
lime pay at 3220 feet. 








Oklahoma, Kansas, 

Week West North Texas 

Ending— Texas Texas Coastal 
Jan. 1, 1921... 146,055 73,803 102,460 
February 5 ... 133,341 74,285 117,946 
March 5 ...... 130,280 81,250 112,575 
ASR 2 okktkas 134,056 81,370 114,395 
Li) Ae 123,430 77,150 108,465 
ae ee 125,185 79,580 107,975 
Se 2 kckbicoe 105,500 78,965 86,870 
August 6 ..... 101,755 75,835 96,945 
ee. BS ck bans 92,730 72,995 115,575 
oS am Eee ea | 84,485 69,540 89,310 
a eee ee 106,135 68,420 108,650 
Dec, 3 ..i.s.%5) | 296000 65,745 111,020 
Jan. 7, 1922.... 199,220 66,410 108,145 
Sm BE Lik: 236.675 63,780 —-:108,725 
Jan. 21 229,615 64,980 108,965 
Jan. 28 ....... 222420 60,425 100,385 
Feb. 4 206,225 64,695 108,600 

*Strike started. 





AVERAGE DAILY PRODUCTION FOR ALL UNITED STATES FIELDS 


(Stated in Barrels) 


This table is carried each week by The OIL WEEKLY, and shows daily production average for each state or section. 
Louisiana, Wyoming, Montana and Colorado are compiled weekly by The OIL WEEKLY, while estimates for the 
Eastern States and California are furnished by the American Petroleum Institute. 


Total Eastern Wyoming- ue. 2B 
Texas Kansas Oklahoma Louisiana States Montana California Arkansas Total 
322,320 86,000 310,300 86,725 119,800 51,430 312,000 1,288,575 
325,572 83,750 307,200 92,300 121,000 54,030 325,000 1,308,852 
324,105 83,300 304,600 77,670 120,000 59,428 331,000 1,300,103 
329,821 86,150 289,400 79,400 121,000 58,000 327,000 1,290,771 
309,045 104,200 296,900 74,515 129,500 58,200 339,000 1,311,360 
312,740 105,700 301,300 76,100 126,000 63,000 338,000 24,000 1,346,840 
271,335 109,500 304,300 76,480 124,000 66,000 336,000 40,000 1,327,615 
274,535 105,300 310,600 70,335 120,500 42.425 336,500 71,000 1,331,195 
281,300 97,500 309,300 68,665 114,500 45.200 330,000 57, 110 1,303,575 
243,335 96,200 311,560 68,185 121,000 49,600 220,000* 46,200 1,156,080 
283,205 96,200 313,400 67,190 119,000 46,400 220,000 44,225 1,189,620 
372,765 92,350 313,550 79,730 115,000 60,975 305,000 44,220 1,383,590 
373,775 88,050 311,850 94,475 115,500 59,625 320,000 43,530 1,406,805 
409,180 87,850 311,250 103,225 115,000 53,200 325,000 39,310 1,444,015 
403,560 86,100 315,900 98,495 115,500 54,500 325,000 39,210 1,438,265 
383,230 84,100 321,700 95,895 115,800 53,400 325,000 39,710 1,418,835 
383,230 83,800 323,465 103,195 115,500 58,000 325,000 37,560 1,426,040 


Figures for Texas, 
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Specifications and Samples Sent on Request 


Viscous Neutrals, Paraffin Oils, Steam 
Refined Stocks, Steam Cylinder Oils (com- 
pounded 3 to 10% degras or tallow), Red 
Engine Oils, Black Oils, Gasoline, Kero- 
sene, Gas Oil, Fuel Oil and White Crude 
Scale Wax. 


GENERAL OFFICES CABLE ADDRESS REFINERY 
TULSA, OKLAHOMA MRCO—TULSA MUSKOGEE, OKLA. 
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Tank Wagon And Service Station 
Market Throughout United States 


February 9, 1922 


Kero- Gasoline Kero- Gasoline Kero- Gasoline 
sene T.W. S.S. sene T.W. S.S. sene T.W. S.S. 
*ARIZONA— LOUISIANA— OKLAHOMA— 
ee ee 22 25.5 28.5 | Baton Rouge ..... 10.5 18.5 21.5 Muskogee . .....-- 11 18 21 
| ee 21 26.5 28.5 | New Orleans ..... os 19.5 22.5 | Oklahoma City ...10 Ta | 
ALABAMA— Shreveport . ..... 12 20 23 ek: . A Laub s@ales 11 vo ~ 
Birmingham . ....14 22 24 MARYLAND— Woodward . ....-. “ . ie oes 
OE 12.5 19 21 Annapolis . .....- 12.5 23 25 Bartlesville . ....- . . . 
Montgomery . ....14.5 21 23 Baltimore . ...... 11.5 22 24 tOREGON— 
*ARKANSAS— MASSACHUSETTS— Portland . ......- 15.5 24 26 
Fort Smith ....... 12 20 23 iil Ss ee ae 15 25 27 PENNSYLVANIA— 
Little Rock ...... 13 20 23 Springfield . ...... 14 24 27 Pittsburgh . ....- 14 23 26 
Pine Bluff coosceve 13 20 23 Worcester . .cccse 14 24 27 Philadelphia “ign ce 23 26 
CALIFORNIA— *INNESOTA— RHODE ISLAND— 
Los Angeles ...--- 14.5 21 23 Minneapolis ..13 21.7. 22.7 | prowidence . ....- 14. 24. «82 
Fresno . ..-++++- 17. 21.5 23.5 Pipestone . .....: 12.9 21.7 22.7 eeuTH CAROLINA— 
San Francisco ....14.5 21 23 MISSISSIPPI 
a Charleston . ...... 11 19.5 21.5 
COLORADO— Clarksdale . ...... 11.5 20.5 22.5 | Columbia . ......- 13 21.5 23.5 
Denver . Pp ; “ “ “4 Jackson . ....cce0- 11.5 20.5 22.5 Spartanburg . ....13.5 22 24 
Commes Femme -* sl dlalinieale 11.5 20 22 na 
CONNECTICUT— rors dies balh 11.5 20 22 SOUTH DAKOTA = > 
Hartford . ....--- 14 24 27 MISSOURI— Aberdeen 5 ae bues 13.5 ° - = 
New Haven ...... © he. cereus 11.2 19.9 22,2 | Sioux Falls ....... 28 31) Se 
DELAWARE— Kansas City ...... 10.5 19.9 22.2 TENNESSEE— 
Dover . --+++-++++ = = MICHIGAN— Chattanooga . ....14.5 22 25 
Wilmington. ....14 23) 26 | 2 ttle Creek 12.2 20.9 21.9 | Knoxville . ...... 1S 22.5 24.5 
DISTRICT OF COLUMBIA | poi liiilazis 213 22.5 | Memphis . ....... 12. 20.5 23. 
Washington . .-..12 22 2 | Qogit loose eeee 12.5 21.2 22.2 | Nashville . ...... 12 21 «24 
*FLORIDA— Grand Rapids 12.4 21.1 22.1 TEXAS— 
Jacksonville . ....12 21 28 *MONTANA— Amarillo . ....... 13. 19 «22 
Miami . ..------- Poe Slee. veers 18.5 25.5 27.5 | Dallas . ......... 12 14 «18 
Pensacola . ..---- 12.5 21 23 | Bitings . .....-.- 16.5 23.5 25.5 | El Paso. ........ 13 200-23 
ampa . ..--++++: jiti—ien  ~ “eos. eee 18.5 25.5 27.5 | Fort Worth ......12 18 21 
*GEORGIA— NEVADA— Houston . ........ i2”. 8 (22 
Atlanta. ---+++-- SS Cl ee . Smee 18.5 25 27 | San Antonio ..... 12 12-20 
Augusta . ...-+++: 14 22 24 NEW JERSEY— : Wichita Falls ....10 17 21 
Macon . ...---+-- 14 22 24 Adentie Gi ..... 12 23 25 UTAH— 
Savannah . ..----- ae | Meek. 5.0000 _ ..s See 17.5. 25.5 26.5 
ba parsers a Came . 2220005 12 23 «25 Salt Lake City ....17.5 25.5 26.5 
ID ~ NEW YORK— ie 
Boise .  cccccvseces 20 26.5 28.5 Mew York City ...14 24 26 —— yore rm 
ocr 2 ges cus | “SP. ---->---- 15 24 «=©26 =| Norfolk . ........12 22 24 
wansville . ....-- . . ‘ae 
Indianapolis --.-122 208 218 | omaha ..128 200 22 | Remake Soo. a3 as 
em ee ~—* oe ee ge sie Richmond . ...... 12 22 24 
ILLI MEIDTIS 2 ‘Svicenss 4 J 
Chicago . ....-+-- 11.5 19.5 21.5 | Hickory . ...... ‘11.5 23 25 ——. spigeanecn. “I — 
East St. Louis ...11.1 18.45 20.7 | Mt. Airy ........; 13.5 23 25 a ~<a 125 23 25 
I10owA— Salisbury . .....: 125 2:25 ee ee eae ae’ s1.0:008 
Des Moines ...--- 12.4 21.1 22.1 NORTH DAKOTA— Wh tie urg . 22. my ~ 
Keokuk ceeccesve 12.1 21.1 22.1 ‘Bismark i... a 16.3 26.1 27.1 CCUM . -- seers 
Sioux City ......--- 12.4 21.1 22.1 ee a NS 14.7 24.5 25.5 WISCONSIN— 
*KENTUCKY— Grand Forks ..... 15 24.8 25.8 | La Crosee ........ 13.1 22 23 
: 386 2 23 er PR 17 26.8 27.8 Milwaukee . ...... 12 20.9 21.9 
Covington . ..- ‘ 
cei . ocaves 12 21 23 *NEW MEXICO— ee eee 12.2 21.4 22.1 
Lexington . .....- i2 22 2 Albuquerque . ....17 25 27 WYOMING— 
KANSAS— ke eee 17.5 25 27 MS Se ccc cee 12.5 17.5 19.5 
Topeka . ...------ 11.4 20.4 21.4 OHIO— CREPORRS 2. .cccece 14 20 21 
Wichita . .....--- 13.3 20.3 21.4 All points ........ 14 22 23 Sheridan . ....... 17 23.5 25.5 








Montana—The Continental Oil Company announced a reduction of 1 cent in the price of gasoline in Mon- 


tana February 4. 


Oklahoma—At Bartlesville the Standard Oil Company of Indiana announced an increase of ' cent ,in the 


price of gasoline February 6. 
gasoline February 4. 


At Tulsa the Magnolia Petroleum Company Jed in a reduction of 2 cents on 


At Fort Worth—Gasol:ne prices were advanced 4 cents at Fort Worth February 2, the Gulf being the first 
of the major marketing concerns to announce the increase. 
At Shrevenort—Local concerns marked the gasoline price down 4 cents at Shreveport February 5. So far 


the larger concerns have not met the decline. 


New lIersey—The Standard Oil Company of New Jersey announced a reduction of 4 cent on gasoline at 


Atlantic City and Newark effective February 7. 


New York—The Standard Oil Company of New York reduced gasoline quotations throughout its territory 


2 cents February ¢. 


Missouri—-Standard of Indiana increased price gasoline 1 cent at St. Louis and Kansas City. 

Kansas—Standard of Indiana increased price gasoline - cent at Topeka and Wichita. 

Connecticut, Massachusetts and Rhode Island—The Atlantic Refining Company February 6 announced a 
reduction of 2 cents on gasoline in Massachusetts and Rhode Island and a 2-cent reduction on both gasoline and 


kerosene in Connecticutt. 








*Includes one cent excise tax assessed by the state and paid by the oi] companies. 


tincludes two cent tax. 





The depression that overtook the petroleum 
industry in the winter of 1920 has caused more 
interest in’ the bureau’s work of compiling re- 
finery statistics. These statistics compiled 
under the direction of H. F. Mason, petroleum 
economist, are issued monthly and give the 


quantities of oil run to all refineries in the 
month as well as the products manufactured 
from these oils. In addition, stocks, ship- 


ments to insular possessions, imports and ex- 
ports of gasoline, kerosene, gas and fuel oil, 
and other products are also published, 
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Refined Markets 


(Prices, February 6, 1922) 
GASOLINE AND NAPHTHAS 





Pennsylvania 

PN” overs 8 055s 0b 0405s 266.0500 00s coupe 144 
PED Ra Sinn ES o's nb We bese edcgwicceviessccaceel 15 
EL. Sy 5.65 bape ti 5i0'bn pss ese'cce'ssecesccuued 15% 
DQUEMAMOES BOSONS 2 2.c ccc ccccccccsccsccecss 17 
i MROMEMED - 6's 0'n's'6 60.60 eb 000s 000 ceczee 19 
Se TROND oss sccccevesesscccecccecs 20 
ED SLED oo o00-v c0n'oc'n see ecaescccas 23 
ee 16 
60-62 Blend, 450 end point....................085, 16 
Oy BS 16 
| Sree eee 16 
GO-70 TAG, WOO CHT MIME... ccc ccc ccc ccccsccce 16 
eee 16 

Chicago 
Current quotations on Chicago market f. o. b. refinery 
Se eS ee 12 
Ce PO NG MRE EE 0 win cae swe sees dvccccewe 13% 
ee ey ee eee eee: 13% & 
eee ee Mn ED. <<. a Wow 60. p Miwa ee" 00s eaeduon 15% 4 
ne: ier I Ns 35's bid Win go's Wiles ass 600-0 cucand 174% 5 
Ge wee WN DUNE Sa5 b ahd Uh bs Ob 66 se ccceccvces 17% © 
ee eS EE a © ee 134 § 
68-70 Blend, 430-435 end point.................0.. “4 § 
ee a ee “4 § 
od ee 13 
58-60 Blend, 440-450 end point .................. 134% § 
74-76 Absorption gasoline ...........cccccsccceees 15% % 

NEUTRAL OILS 
Pennsylvania 
Viscosity test 70 

df ee) re 18% 
BOO Vase. 210, 6 MOROT UG cEE ss occec cieiss Crees 17% § 
Sow WR. GUMNOR. Ut, Gos Mili tc sce et scssccncte 15 & 

Chicago fi 


Current quotations on Chicago market f. o. b. refinery } 
Viscosity test 100. 


See WAGE, Wc ME. AEST Se cc owed secccceccccece 6 
oe a ee ee ee 13 
ce ok ee ee! eee 11% 
200’ Viec. No. 4 Gilles... siviciee.s A re 13 | 
ee eee 13% 
(100 Viscosity Test) 
Bee URE. 20 Be Bo ca hoc cc svcceteesvccvce 13%, 
ee ee ed dn ace po ewanes cececs 14 
ee ae CR I CU hes veusicev cues eseuseus 15 
FUEL OIL 
Pennsylvania 
PS ee 4Y 
Chicago 


Current quotations on Chicago market f. o. b. refinery 


Dam GOS CE CORD ccccccceccvescsccccccss th OS 4 
24-26 Fuel Oil, buyers cars (bbl.) .......... 85 .90 
CYLINDER STOCKS 
Pennsylvania 
EE EE I 10% 
0 FEIN e Ss 0 8 vv ev cee 4 of 
I ac biog sc cua Oi.aswiéin oes 13 § 
ae oo IE LS 18% § 
coe re ee - 16 
GOO Bhetinmn Palbered CD) icc oc cccccccccccccccsccse 20% 
Cond Set Bipcks Cirimkt GIC)...cccccsccccccevces 33 OC«de 
COR Test MOOG Cee GEE) gcc cvcccccdcccsccscces 7 
Chicago 
Current quotations on Chicago market f. o. b. refinery | 
600 Steam Refined (bright green).............0000% 08% FF 
600 Steam Refined (dark green)............-++5 Os F 
Refined Wax f. 0. b. Chicago 
nD SE ig cl se ices 64k owe a 660 SN 2.60 
SE SY oo i 55405 sch w owaubieawses on 3.00 
Arne OIE nh ka 5s 0 bb 0'0 00s 6exwocca ves’ 3.20 
a 6 hs wane arg nisiare wile 4 cubicle ooStm 3.40 | 
a I eo oe is ce wali ware dee wee 3.60 
Oe ee a ne 3.90 
Ry NY Ens sos v0: 6s ues hew se eane's see 4.50 


Se EY I Foe ove ons oe sc Sule vbaun e0.cee 
RE ne a 05 


Wax distillate, Group 3 western ..............-- .06% 
BURNING OILS 
Pennsylvania 
Sy I ae ie ke 5% 6 
ee PIII. ion 5 LS bans baaeeea swe ess 6% 7 
fe EE eee ee ee 7 1% 
ais ooh k as Pag acsasacaeseass 6% 7 
Chicago 


Current quotations on Chicago market f. o. b. refinery 





petted GN oe RR Rey Saeerres i 
co, Ee eee ane ne nn ee eee 6 
RE NN oe ah sire esd es eeuanecsaes.<os% 3% 
WAX 
_ Pennsylvania 
122-124 White Crude Scale Wax, N. Y., tb.....--05+ 2% 
124-126 White Crude Scale Wax, N. Y., th.....-.++: 2% 9 
Chicago ‘e 
(F. O. B. refinery, group 3.) 5; 
122-124 White Crude ‘Scale Wax..............-+5° 2 
124-136 White Crude Scale Wax ..........---+ 2% 
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refinery ; 


The name is a guaran- 
tee of the highest quality 
of petroleum products 


al —and of service. 
: STANDARD OIL COMPANY 


(New Jersey) 


refinery 
4 .02Y, 
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Mid-Continent Refiners to 
Seek Rate Re-Adjustment 


Kansas City, Mo., Feb. 6.—Means and meth- 
ods for obtaining rate adjustments and work- 
ing out a new basis of rates on petroleum 
and its products from Kansas and Oklahoma 
refinery points to Nebraska, Colorado, North 
and South Dakota were taken up for considera- 
tion by traffic managers of a number of Mid- 
Continent refining interests at.a meeting held 
here February 2. 

It was announced after the meeting that a 
special committee had been appointed to con- 
fer with executives of railroads serving the 
territory involved with a view of bringing 
about adjustments more favorable to refining 
interests in the Mid-Continent field. 


Traffic managers pointed out that recent 
rate revisions ordered on carrier lines serv- 
ing Nebraska, Colorado and North and South 
Dakota have materially favored Standard Oil 
interests to the detriment of independent re- 
finers located in Kansas and Oklahoma. In 
view of these turn of events the Mid-Continent 
refiners have found it increasingly difficult to 
compete on shipments from Wyoming refining 
centers, which points are being benefitted from 
time to time. 





Lincoln, Neb., Feb. 6.—The lower house of 
the Nebraska legislature meeting here in spe- 
cial session defeated a proposed tax of one 
cent a gallon on gasoline sold within the 
state by a vote of 67 to 31. The vote was 
taken on January 31. 


The measure for taxing gasoline in Nebraska 
was submitted by Governor S. R. McKelvie 
and would have collected from motorists and 
tourists. Opposition to the measure developed 
from rural districts as well as urban commu- 
nities. 
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Crude Oil Prices 


Feb. 8, Feb. 6, 


EASTERN STATES 1922 1921 
LE: -< ussasckevcnsn sss be ses5555 "5S = $2.11 $3.42 
Peippluaia® 6 NS 3.25 5.25 
ee 1.00 1.75 
EEN. ac cencncnecacnssveshesaue ks 1.90 3.50 
NS Tee ee eT | 3.23 
I os Caw s syaee Sus ewes anh no eee 3.23 
Es. oe Cunans a bee ne ese eerene 2.70 3.45 
URE TURE. oe cc navies cean vcnceeess ORO 3.25 
DOCG DERTY isan stwensseeansesees 1.90 oe 
NS eer eee eee 2.27 3.27 
ee ee Re ee er Tee 2.28 3.13 
UNIS 6 ia ol beatae kb oe mien eis 1.65 2.78 
ee Pe rr nee OTT TORT 2.27 3.27 
REED: & cssdunun bivaneennedess.5s 440 1.75 se 

WYOMING 
CORNER. ca cantatas) apa’ aan 1.90 2.60 
eS a ee eres Fee 1.90 2.60 
DTT, sake tnaeu tenes once th escon se 1.90 . 
PE cnc ccc teased bee boo nees 1.90 _— 
ONS OS ee re ee ee 1.50 2.25 
ee ee er eee eee 1.90 b 
RN EES os a.nd cao Akan ot Se ob 00 eo 0 g's 1.30 owe 
EES fy rie te ee 1.40 2.25 
SS aaa a aye Serre 1.40 : 
Re eee eT ee ee 1.90 
Cat Coeck (ifomtama) .c.ccsccesrcccess 1.90 
TREE. 6. Vavasavensssapewssheceeetes 87% 
CALIFORNIA 


(Crude Oil Prices at the Well) 
San Joaquin Valley and Whittier-Fullerton Fields. 


£4 Gp 17-19 Qravity...cccrcccvecesveceses 1.10 1.23 
BS. WERVEY soc csinn vine ncccsns000 0 00 6¥c0 1.11 1.24 
ee a 1.53 1.26 
ee ee ee eee eee 1.16 1.29 
PET 2 c<sssbandsheaeysesas eased 1.20 1.33 
Pe ES: shcuacctenvbeebebcc'ess Dicuss 1.25 1.38 
PE och cenenineues stab eo oe ese 1.31 1.44 
RE OR oy ee ee eee 1.38 1.51 


and for each increase in gravity of one (1) full degree 
above 26 gravity up to and inclusive of 34.9 gravity, 
ten (10) cents per barrel additional. 

CANADIAN CRUDE 
fo eee ee ee ee 3.38 
ei ee ee eee ee 2.95 3.45 





*Plus 52% cents bounty. 
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ARKANSAS 


E) Dorado 34 gravity and above..... 
El Dorado below 34 gravity......... 


OKLAHOMA 
Healdton . 
38 Gravity and above (Gulf only) 


KANSAS 
All fields 


KENTUCKY 


Western Kentucky (Indian Ref. Co.).. 2.4 
Western Kentucky, (Petroleum Ref.).. 1.9 


TEXAS 
North Texas (Except Corsicana) 
Corsicana light 
Corsicana heavy 


Ridge, Orange and Hull) 
Orange . 


Pierce Junction, Grade B 
Hull, Grade A 
Hull Grade B 
Blue Ridge 
Mexia . 


LOUISIANA 
Caddo 38 gravity and above 
Caddo 35 to 37.9 gravity 
Caddo 32 to 34.9 gravity 
Caddo 32 gravity and below 


Homer 34 to 35.9 gravity 
Homer 32 to 34.9 gravity 
Homer 32 gravity and below 
Haynesville 34 gravity and above 
Haynesville 33.9 and below 
Bull Bayou 38 gravity and above 
Bull Bayou 35 to 37.9 gravity 
Bull Bayou 32 to 34.9 gravity 
De Soto crude 
Crichton crude 
Jennings crude 
Vinton . 


To The Bulk Shipper Without Export Connections 


The National Petroleum Company is pleased 
to announce its affiliation with the Ph. Van 
| Ommeren Corporation of New York, operat- 
ing subsidiary in the United States of the 
Ph. Van Ommeren Corporation of Rotter- 
dam, Holland, with distributing offices at 
Amsterdam, Antwerp, London, and 


Hamburg. 


In addition to a fleet of ocean tankers, 
the Ph. Van Ommeren Corporation main- 
tains at Vlaardingen, near Rotterdam, a 
completely equipped terminal, including 
450,000 barrels of bulk storage, three piers 
for ocean going tankers, barreling and 
cooperage plant, with necessary railroad 
sidings and tank car loading racks, as well 


Germany. 


Thro 


as a separate harbor tor a fleet or canal and 
river lighters for the direct transportation 
of bulk cargoes up to 2,000 tons into the 
interior of Holland, Belgium, France and 


h this connection The National 
Petroleum Company is prepared to handle 
export shipments in bulk direct to the Ph. 
Van Ommeren Corporation’s terminal at 
Vlaardingen, where complete facilities are 
available for the distribution of individual 
orders to any points in the Central European 
countries, at a very material saving to the 
shipper over present methods. 


Details of this service will be furnished 
gladly by the nearest office. 


NATIONAL PETROLEUM COMPANY 


Insurance Building 


NEW YORK 
25 Broadway 


Rotterdam 


CHICAGO 
508 So. Dearborn 


SALES OFFICES: 
TULSA, OKLA. 
Cosden Bldg. 


FOREIGN TERMINALS 
Amsterdam 


Antwerp 


Dallas, Texas 


WICHITA FALLS 
City National Bank 


Cement, Beaver and Walters......... 
ENED. ob sv SN tharusceowseebeee 


Gulf Coast (Except Pierce Junction, Blue 
Pierce Junction, Grade A............ 


Homer 36 gravity and above......... 


Hamburg 


ow 2.30 
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3,00 


3.00 


3.00 
3.00 
1.50 


1,75 


3.00 
2.90 
2.85 


2.25 


o.é 


2.65 


2.90 
2.50 
1,75 
1.75 
1,75 























2 THE OIL WEEKLY 19 








Gulf Refininé Company 
rm OUTEXAS Refiners of PETROLEUM 








: REFINED OIL 
7 GASOLINE 
i NAPHTHA 
GAS OILS 
: PARAFFINE WAX 
ASPHALT 
FUEL OIL 
LUBRICATING OILS 
us CYLINDER 
ENGINE 
CORDAGE 

















Red and Pale Paraffine Oils 








General Sales Offices: PITTSBURGH, PA. 


District Sales Offices: 
NEW YORK HOUSTON ATLANTA BOSTON NEW ORLEANS PHILADELPHIA 

















Ocean Terminals 


Beverly, Mass. Bayonne, N. J. Providence, R. I. 
Gibson’s Point, Pa. Savannah, Ga. Jacksonville, Fila. 
Port Tampa, Fla. Gretna, La. Galveston, Texas 
Port Arthur, Texas Magazine Point (Mobile), Ala. 
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Petroleum Products Sluggish 


in New York Trade Territory 


“NEW YORK, Feb. 7.—The Standard 

Ah Oil Company of New Jersey cut gaso- 
\@i line export prices one cent per gallon 
— Ie Tuesday. On the same day the Stand- 
ard Oil Company of New York cut the tank 
wagon price of gasoline throughout its terri- 
tory two cents per gallon, which brings the 
quotation down to 24 cents. This cut was im- 
mediately followed by a reduction of one cent 
per gallon in New Jersey announced by the 
Standard Oil Company of New Jersey. 

Export prices quoted by leading refiners are 





said to be entirely nominal and subject to 
shading on a firm bid for a fair quantity. Ex- 
port demand has been spasmodic, although an- 
other cargo sale of fairly high grade gasoline 
was reported. Details were withheld, although 
it was learned that a London company obur- 
chased the gasoline. Stocks ot this product 
are of goodly proportions and further cuts are 
looked for by keen observers. 

The price of gasoline in bulk delivered New 
York is maintained at 17% to 17% cents with 
intimations that business can be done below 
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this level. It is said that quite a little Zasoline 
has been sold at 16% cents. 

Kerosene is also sluggish. In fact there is 
practically no bulk buying for export account 
going on as far as could be ascertained. There 
is a little better local movement but supplies 
are much in excess of the demand and a cy 
in the tank wagon market is looked for almos 
daily. 

Bunker oil demand is slightly better by 
there is not enough buying to keep the market 
steady. Leading refiners insist that the price 
of $1.25 has not been shaded but it was re. 
ported from reliable sources that business has 
been done at $1.20 per barrel. Stocks of bunk. 
er oil are also much in excess of the demand. 

There is a little better inquiry for gag jj 
and a cargo sale of 5000 tons was reported for 
shipment out of a Gulf port. There is quite 
a little gas oil offering around 5 cents while 
business could probably be done considerably 
below this. f 
refiners is still asking 7% per gallon and re- 
fused to sell below this level although offer- 
ings have been rumored at as low as 4 cents. 

Lubricating oils have quieted down. 
export business has come to light while local 
demands are small. Most sellers of cylinder 
600, SR., ask 18 cents but the belief is preva- 
lent that business can be done at as low as 
173% cents on a firm bid for a sizeable quantity, 
Two local refiners are reported to be working 
on cargo inquiries but no actual sales have 
come to light. 

Black oil is dull and easy at around 9% cents 
in bulk, refinery. The paraffin and spindle 
oils are dull and devoid of new feature. 

Medical oils are marking time. Little buy- 
ing has developed during the week and prices 
are largely nominal. Snow white petroleum is 
enjoying a fairly steady demand at 12 cents 
with many holders asking around 13! 


2 cents. 
Lily white holds at 9 cents. Waxes are very 
quiet. White crude scale 122-24 is said to 


have sold for export at 2% cents. 





Chicago Market is Stronger 
With Demand Showing Better 


Chicago, Ill, Feb. 6.—Local refiners and 
marketers are unable to say just why the mar- 
ket has improved the past week. Some hazard 
that refiners are showing more backbone as to 
quotations, and that this has led to buying 
in anticipation on the part of the buyers of 
further advances. Others say that export 
business is still quite good and that that factor 
combined with continued mild weather are the 
explanations. 

No crude changes are reported. Tank wag- 
on prices on gasoline have been advanced a 
cent in Missouri, Kansas and Oklahoma, where 
it is stated by Standard they should have been 
advanced even earlier. 

Pennsylvania motor fuels have remained 
steady at last week’s prices. Mid-Continent 
fuels show improvement, in the main, averag- 
ing a quarter to a half cent higher. 

Pennsylvania fuel oil also remains steady, 
while Mid-Continent has strengthened 5 to 
10 cents. 

Pennsylvania 
better prices. 

Other products do not show any gain im 
price, though practically everything is report 
ed to be moving encouragingly. 

Turning to refiners supplies, chemicals show 
considerable weakness. Rosins and turpentine 
also have declined in price. Animal and vege 
table oils remain about at last week's quota 
tions. 


waxes are bringing slightly 


Casper, Wyo., Feb. 6—The Standard Oil 
Company, (Indiana), announces that the wa 
ges of common laborers employed at the re- 
fineries of the company in the Rocky Mout- 
tain district will be reduced from 60 cents to 
50 cents an hour effective February 2. AP 
proximately 2500 men are affected. 


Nevertheless one of the leading § 
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Built-in Strength and 
Quality Workmanship 


The above close-up end view of the 
latest type A-ID “PENNSYLVANIA” 
Tank Car shows the new simplified 
“PENNSYLVANIA” Uncoupling Ar- 
rangement, the Brake-Mast Step and 
Coupler, front view of Trucks, and the 
end details of the Underframe Construc- 
tion on all “PENNSYLVANIA” Tank 
Cars. 

The other two cuts show the side and 
bottom views of the “PENNSYL- 
VANIA” Arch Bar Truck with a clear 
insight into its detailed construction 
features and its perfect mechanical align- 
ment. 

The distinctive engineering improve- 
ments found only on “PENNSYL- 
VANIA” Tank Cars embody the results 
of years of study, and practical tests 
in actual service of the plans of our 
skilled engineers and traffic experts— 
men who know the difficult requirements 
of tank car traffic from A to Z. 


‘After All, Quality Counts’’ 


THE PENNSYLVANIA TANK CAR CO. 
THE PENNSYLVANIA CAR CO. 
PENNSYLVANIA TANK LINE 
SHARON, PA. 























New York St. Louis 
Houston Tampico 
Tulsa Kansas City 
Denver San Francisco 


“Pennsylvania Tank Cars are used by Leaders of Industry 
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Healthier Tone to Market 


in Group Three Territory 


MULSA, OKLA., Feb. 8.—Further re- 
RE ductions in refinery runs in the Mid- 
Continent as of February 1, continued 
purchases for export and the strength- 
ening of the tank wagon structure in Standard 
of Indiana territory in Oklahoma, Kansas and 
Missouri all have imparted a healthier tone to 
the market, which opened this week with navy 
gasoline and the higher gravity grades in good 
demand and fuel oil occupying a slightly im- 
proved position over last week with respect 
to prices asked. Kerosene, while still slow, 
profited by purchases for foreign destination. 


- 





Recent improvement in the exchange mar- 
ket, which included heavy advances in both 
demand bills and demand sterling near the 
close of last week, may later be reflected in 
the export situation and constitute a determin 
ing factor in foreign trade to an extent not 
heretofore felt in this country. Such is the 
opinion of refiners who are keeping in rather 
close touch with the trend of European busi- 
ness. In the light of this turn of events Union 
Petroleum’s position has been improved ma- 
terially through purchases last week of be- 
tween 3,000,000 and 4,000,000 gallons of navy 
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products. 





Satisfied Customers 


The jobber who wishes to build a clientele of satisfied customers 
can do no better than serve them with Panhandle petroleum 


The ample resources of this company coupled with our own 
production, pipe lines, tank cars, and modern refinery, enable us 
to offer the jobber a constant countrywide service. 


HANDLE REFINING G. 


OFFICES-DALLA/, TEX-REFINERY WICHITA FALLS TEX. 


oa s.° dal 
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of those who buy it. 


of the oil. 








TRINOCO GASOLINE 


uniform quality 


Uniformity of gasoline means satisfaction on the part 
The repeat order builds business. 

Trinoco Gasoline is uniform,summer and winter. 
Three tests at the refinery before the tank car goes out 
insure this uniformity. These tests, for your protection, 
are made at certain important stages in the refining 


We are equipped to handle tank car shipments to 
reputable jobbers who desire a uniform quality of 
gasoline—and we deal through jobbers only. 


Trinity Oil Corporation 


DALLAS, TEXAS 


Southwestern Life Building 
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gasoline for export and approximately 2,500, 
000 gallons of 41-43 prime white kerosene. This 
company is still in the market for 64-66 gravity, 
390 end point, for shipment abroad. The navy 
yasoline and kerosene will be in transit within 
the next two weeks en route to the Union's 
export terminals at Westwego, although a 
longer time for delivery is specified in the 
contracts closed on this order. All of this 
stuff is coming out of Oklahoma plants and 
is in addition to purchases made last week 
and the first of this week in North Texas, 
where an order for 75 cars was closed Monday, 

All grades of motor fuel are being quoted 
at prices ranging from a quarter to half a cent 
higher than those obtaining ten days ago, 
There appears to be a quickening in the jobber 
demand in the Middle West which undoubtedly 
will gain some ground through the upward re- 
vision in the tank wagon market and the less- 
cning prospect of a downward revision in 
crude. Some refining interests began the week 
with quotations ranging as high as 14 and 
14% cents for navy gasoline, f. o. b. Group 
Three, and one refiner reported several orders 
taken on at that figure. The average quotation 
is around 13% cents on this product. The 
68-70, 360 end point, variety is moving at 18% 
and 183% cents. Refinery stocks of gasoline at 
the smaller independent plants are not ac- 
cumulating in prospect of the spring demand, 
which now is about six weeks distant, due 
principally to export purchases. Should such 
a condition prevail generally the refined mar- 
ket will enter the motor season sold up beyond 
March requirements. 

Kerosene is already feeling the relief which 
has come from purchases by Union Petroleum 
Company, although the price remains at around 
3% cents for acid treated stuff. 

Fuel oil remains fairly firm and may be ex- 
pected to share to some extent in the benefit 
which will accrue in the event the walk-out of 
bituminous coal miners comes off according to 
schedule, which will be April 1. 

Gas oil, lubricants and wax have shown no 
material improvement in their position, al- 
though there have been some movements re- 
cently. Lubricants are especially slow at this 
time. 

The following quotations are the refinery 
prices in tank car lots at the beginning of the 
week, f. o. b. Group 3, Oklahoma, or freight 
adjusted, prices are in cents per gallon except 
fuel oil: 


Gasoline and Naphtha 


ES a oe 12% 
56-95 450 end DOIN 20.000 06cecveces 12% 13 

56-58 437 end point (New Navy)..13 13% 
58-60 437 end point (New Navy)..13% 13% 
GP-62 400 CAE DOME cicccccicccctces 15% 15% 
ee eS 17 17% 

Natural Gasoline 

Grade A 72-76, under 375 end point.13 13% 
Grade B 76-80, 375 end point...... 12% 13% 
Grade D 80-84, 330 end point...... 12% 13 

Grade E 84-87, 330 end point...... 11% 12% 
Grade 1 60-62, 450 e.p. (motor blend)12% 12% 


Grade 2, 62-66, 450 e.p. (motor blend)12% 12% 


Grade 3 66-70, 450 e.p. (motor blend)124%4 12% 
Neutral Oils 
? 


100 Vis. @ 100, No. 2..........000. 6 6% 
OD Vis. Ge BOG, Wo. SB... 1... .0cccnse OH 
150 Vis. @ 100, No. 4.............. 9 9Y, 
ee MP, BEM, Bo ova e covnch xs WY 12 
200 Vis. @ 100, No. 4............-. 11% 11% 
eR a ne ge 11% 11% 
240 Vis. @ 100, Nos. 5 and 6........ 12% 12% 
ep ae, ORD. PHOTOS, oo 00.0.0 00:0.2 we 13% 14 
BOO Va. Ce) BD, NOD oo.cccccececces 14% 15 
Burning Oils 
41-43 Kerosene A. T............-. 3% 3% 
42-43 Kerosene A. T............... 3%, 3% 
Oe eS rer ee 2% 2% 
45-47 490-510 end point............ 5% 6 
46-48 500 end point............cc00. 64 6% 
Wax : 
124-126 White Crude Scale ........ 14 1% 
. Fuel Oils 
32-36 Gas Oil (gallons) ........... 2% 2% 


24-26 Fuel (barrels) .......ccceese 80 = 85 
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Marked Uniformity Found 
in Gasoline Marketed 
Washington, D. C., Feb. 5.—Preliminary fig- 


ures obtained in the course of the fifth semi- 


annual survey of motor gasoline, being con- 
ducted by the Bureau of Mines, indicate, when 
compared with the 1919, 1920 and 1921 sur- 
veys, a marked uniformity in the average qual- 
ity of gasoline manufactured for sale during 
the winter months. On the other hand, gaso- 
line sold during the summer months seems to 
vary in average character from year to year. 
The average distillation figures for gasolines 
sampled in New York, Washington, and Pitts- 
burgh, the three cities so far covered, are given 
below: 


Initial Avg. 
Boiling End B’l’g 
City Point 20% 50% 90% P’t P't 


Pittsburgh, Jan. 1921.. 92 171 248 391 430 244 
Pittsburgh, Jan. 1922.. 93 176 256 390 430 260 
Difference ......... +1 +5 +8 —1 no+16 


New York, Jan. 1921..117 206 264 363 417 265 
New York, Jan. 1922..109 205 268 368 421 268 
Difference .........—8 —1 +4 +5 +4 +3 


Washington, Jan. 1921.118 201 259 385 439 270 
Washington, Jan. 1922. 98 195 259 380 428 264 
Difference ......... -20 —6 no —5 -ll —6 


The samples collected by the Bureau of 
Mines in New York show a slight increase in 
volatility, those from Washington a decided 
increase, and those from Pittsburgh a slight 
decrease when compared with the correspond- 
ing samples collected in the same cities a year 
ago, but the general average of the three cities 
is very close to last year’s figure. 

A complete report of the survey, which cov- 
ers the larger cities of the United States, will 
be issued within a few wecks. 
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Bulk Lube and Gas Oil 
Moving to Foreign Ports 


Houston, Texas, Feb. 8—Except for ship- 
ments to European ports, movement of refined 
products from Texas Coastal plants is very 
sluggish. Bulk shipments of both lubricants 
and gas oil continue to clear from Texas ports 
for Germany, Denmark and other countries. 

The White Ojl Corporation this week 
shipped a cargo of 5000 tons of gas oil to Den- 
mark. 

Most of the lubricants are clearing from the 
plant of the Sinclair Refining Company on the 
Houston Ship channel. These are going in 
most casts to Germany, where the oils are 
put in barrels for sale throughout Central 
Europe. 

While the Sinclair plant is running most of 





Chicago, Ill. Feb. 7.—An announcement 
from the research laboratories of the General 
Motors Company at Dayton, Ohio, through 
press dispatches tell of the discovery of a tel- 
lurium gasoline compound which greatly in- 
creases automobile mileage. The dispatches 
credited Thomas Midgley and Thomas M. 
Boyd, chemists, with the discovery of the com- 
pound. 

Tellurium, it is explained, has been regarded 
as a waste matter at copper and lead refineries 
and the annual output has been estimated at 
approximately 60,000 tons. The tellurium com- 
pound has superior advantages over present 
motor fuels, it is claimed. 





New York, N. Y., Feb. 6.—Guy E. Tripp and 
Sidney Z. Mitchell have both announced their 
resignations from the board of dirtctors of 
the White Oil Corporation. Their successors 
have not been named and it is likely that the 
vacancies will not be filled until the annual 
meeting in April. 
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its products for export, other refiners are fre- 
quently asked to help make up cargoes. These 
movements are helping to keep storage tanks 
from remaining full and also to keep the mar- 
ket from becoming stagnant. 

Quotations for the present week are about 
equal to those of one week ago. Domestic 
sales are not improved. The domestic mar- 
ket is of little account at present. 

Quotations for the mid-week, f. o. b. ship- 
ping point, were as follows: 


Color Viscosity @ 100 F. Price Per Gal 
High Low 
—2 AO Pane OF Bes Oks crcincside 5 4 
2 Og of an 2) 6 5 
2a, WO Pale: OW oi: cece ccewseas 10 9 
3 PE Be OR) Fons dodo dome ns 1214 11 
ES le Le Oe 9 | re eres 16 15 
BR i ee 19 184 
4 Pre ANE IN asc. k nemo Fevcstee 30 29 
5 yi el |) ee er 11 10 
5 Ke Sa) Se er ieee 144% 13% 
6 Sgt 24 3 ee 17 16% 
14% 100 Pale Oil Filtered....... 19 17% 
1% 150 Pale Oil Filtered....... 23 18 
2 200 Pale Oil Filtered....... 26% 25 
2 300 Pale Oil Filtered....... 29) 27% 
2% 500 Pale Oil Filtered.......30\%4 29 
2% 750 Pale Oil Filtered....... 42'4 40 
CGI IAG bo 6scwe uss 314 5 
Cr tOI at oi nec vat dade mee 344 3 
Peer OE COO! s occicccwewensecoeee $1.15 $1.10 





Pittsburgh, Pa., Feb. 6.—The personnel of 
the Pittsburgh office of the Taxman Refining 
Company has been increased by the acquisi- 
tion of Walter Rogers. Mr. Rogers formerly 
was a division manager for the Transconti- 
nental Oil Company. 





Chicago, Ill., Feb. 6.—C. A. Dickerson now 
is connected with the Chicago office of the 
Wall Pump and Equipment Company. Mr. 
Dickerson, before his present connection, was 
with the Gardner Governor Company at 
Quincy, III. 








Executive Office: White Oil Bldg., 
66 Broad St., New York City. 
Division Sales Offices: Binz, Bldg., 
Houston, Texas: Clarendon, Pa.; 
Transportation Bldg., Chicago, Ill. 
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Large Award Given by Jury 
in Gasoline Extraction Case 


Tulsa, Okla., Feb. 6.—A jury award amount- 
ing to $183,190.17 against the Hope Natural 
Gas Company, a subsidiary of the Standard 
Oil Company (New Jersey), was made to the 
Ideal Gasoline Company in district court here 
last week. The suit which was brought through 
the Selby Oil and Gas Company of Tulsa in- 
volved the use of the Saybolt tower process 
for extracting gasoline from casinghead gas 
by the absorption method. The process is 
controlled by the Hope Company which re- 
ceives a royalty on production through the use 
of its patents. 

The Ideal Gasoline Company, through its 
principal stockholders W. G. Selby, C. H. 
Pape and W. K. Sheppard, charged that a con- 
tract was made with the Hope Natural Gas 
Company for installing and using the Saybolt 
process in a gasoline plant which was built in 
Pawnee County in northern Oklahoma at an 
estimated cost of $70,000. On completion of 
the plant the cost was declared to be well 
above that figure and through failure of the 
Saybolt method to perform economically the 
total outlay incurred was estimated at $172,000, 
including damages sought through loss of re- 
turn of their investment. 

E. R. Hastings, Fline Moss and Jerry 
O.Meara acted as counsel for the Ideal Gaso- 
line Company and the Hope interests were 
represented by Preston C. West of Tulsa and 
A. E. Young of Pittsburgh, Pa. The case was 
on trial for almost a week and verdict was 
brought in after about an hour’s deliberation. 
The action was heard before Judge Albert C. 
Hunt of Tulsa. 

The Saybolt tower process was brought into 


through action instituted by the Hope Natural 
Gas Company against the Oklahoma Natural 
Gas Company in which the plaintiff set out 
that the Oklahoma concern was employing 
methods in the refining of gasoline which con- 
stituted infringements on the patented rights 
of the Hope Company. The decision was 
handed down in Judge William’s Federal court 
and was in favor of the Oklahoma Natural. 

The use of the Saybolt process among re- 
finers and natural gasoline manufacturers in 
the Mid-Continent field at this time is wide- 
spread and the income received from royalties 
on the method is estimated at a considerable 
amount. 

Motion for a new trial as filed by attorneys 
for the Hope interests have been overruled. 
It is probable that the case will be appealed to 
the supreme court. 





Now Selling Petroleum 
Products in Milk Bottles 


New York, Feb. 5.—Methods of the Amer- 
ican milkman have been applied to the oil busi- 
ness in Belgium and Holland by the Pure Oil 
Company. Through its’ Belgian company, 
Purfina, Inc., it is marketing oil products in 
those countries in bottles. In the past, dis- 
tribution has been in cans and drums, involving 
larger purchases by the consumer at one time. 

Recently, Pure Oil introduced the quart bot- 
tle and the dog-cart delivery, a system similar 
to the milk bottle and milk wagon common in 
this country. Bottles are exchangeable, as 
with the milk man. The plan immediately be- 
came so popular that volume of sales has been 
limited only by facilities and supplies. 

It is not now unusual to see a Purfina cart 
loaded with bottles containing Pure Oil prod- 
ucts going the rounds in Antwerp, Brussels, 











court less than a year ago in Oklahoma Rotterdam and Amsterdam. 
7 
Sunshine State 
Oil and Refining Company 
Manufacturers and Distributors 
Gasoline Distillates 
Naphtha Fuel Oil 
Kerosene and 
Gas Oil 
Offices: 1019-1025 American National Bank Building 
Wichita Falls, Texas 




















Refiners’ and Jobber’s Supplies. 


Prevailing market quotations f. o. b. manufacturing 
points, quoted at Chicago. 


Chemicals 
Soda Ash, light, single bags, cwt........-..e000- $1.90 
es 000 OS Se nas sane wale ads on 1.45 
ee ES a ee eer ee rere 
Caustic Soda solid—works cwt..........c0ee08. 3.30 


Sulphuric Acid, tank cars, f. o. b. 


Ter eT eee ee CPE TEESE ere 18.00 
ee ee ee re rrr 30 
Benzol, 90 per cent—Tank cars, gal...............29 
ED Ee ee cats a die Se ehig tae baa iete oe we as See 
Pe Oe SO ME i ge ck wa aasew e's} Se aee 02% 
Fullers Earth, 16-30 mesh, ton f. 0. b. works......25.00 
ee eo ere eee 02% 
de eee eee ee ere 05% 
ee ee eee 06 
CE NE Ds oe ala caine ae see enh eee ee 15 
Peemanmanate Gf Potach « .. hcccccccccccccccecs 17 18 
ee ree | 
PORN NE IEE. ei aibinvic5¥scn wa duis 63540 sick ee eed 05% 

Animal and Vegetable Oils 
(Less than carload lots.) 
I SIE MN i no aia wig we bled ees Ree 03% 04 
RINNE. SEIN I nn ns usw s-ew ee 03% 04 
i rote oS Sub tb shaere Heb e.ce vee anes vebew pee 07 
Lard Oil— 
I TIN MU i eae eae ss om ee wee .90 
Ses occ esha need ls aes 6 ace 66 ana .80 
Sn Cas L6G us Cove sie hee bikeee ie cd chee sAweue .70 
Ret: Cae SNE NIN ors no 5 wwe bw eieb onccte be a¥b 06 ¥A08 whet 65 

Neatsfoot Oil— 
re rr MN seu eee boueeeehwane eee 1.50 
NIN, RE eee i Gs See et Cee a ail bikie baiccMth SOs wwe .80 
RR Re ae ee a pee ee ee 65 
OE Sa wikola we bak we veh Wve wei woe view enone 09 10 

Menhaden Fish Oil— 

EE Ee ET eT ee 58 
a a a a Wid 9 ee wee 60 
ES RE tral and ce atl ik, bare os ba lees Wa 9h 1.80 
Whale Oil—Extra Winter Bleached, gal............. 60 
Soya Bean Oil, tb, Chicago ............+.. 08% .09% 
St EE <auickedase Ca Geec pened evens anew sae ee 09% 

Linseed Oil— 

PEE, rare le ace ini Nie piieelee 6 aa eine as 
6 os ohne u eR em bv Wwiey.00 3 Ue 45 
ID Se, 5's ea iw ened bm b's S ai0s8:s Se Ale we 75 


Rosins, PIE iccieeneokewwew ca ew shes ae aes $5.80 $6.10 
re i sas ee mie e ees 15 '6Rb oe 6.60 8.00 
Terpemtine, barrels, Chicago, gal ........0..c0ceee% 98 
EE. OD 6 oak 5 400 e006 00456 0556.08 base 94% 
re re i Os Cite owe w ices ebbwe aie 49 
TE OE ORM ie cis a che aba ea Oe «ees 51 
Pee ers MA EE OE, FID 6 occ ccc ccceccevccns 14.50 
es ee vos we u Wik wibaisio a oe ereen een 15.00 
ne fe Ee ee eee 7.50 
Ey rs oe eerie ¥ via sw ewee diane aaee 
Ce SN, I. IR Sas care be ene 'e ee 60 b a8 60.00 
SOUTHWEST 
F. O. B. Works 
i Ne EOE Sas reas 6h Ws wis w08 $ 3.42 
DUR OMIIE DE, BOR sic ic tccwerccecvecer 17.00 19.50 
Fuller’s Earth, ton, 16-30, 36-60 mesh.... 15.00 
Soda Ash, per cwt., f. o. b. works........ 1.30 


*Savannah, Georgia, market. 





San Antonic, Texas, Feb. 6.—The Southern 
Refining Company of Somerset, Bexar County, 
Texas, has been chartered with a capital stock 
of $56,000. The incorporators are Geo. C. 
Eggleston, T. L. Witherspoon, Walter C. Na- 
pier and C. Kurz, all well known San Antonio 
oil men. 





W. J. Garrod, purchasing agent with the H. 
F. Wilcox Oil and Gas Company, has received 
the sad news of the death of his sister, Mrs. 


L. A. King, of Oxford, Ohio. 
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WILLIAMSPORT 
isa 
QUALITY Wire Rope 


For years the output of this mam- 
moth plant has been absorbed by 
operators, whose requirements de- 
manded uniformly high quality. 


Increased facilities now make avail- 
able to all, this quality wire rope. 
Millions of dollars have recently 
been spent on new additions, ma- 
chinery and equipment, including a 
modern wire drawing plant. And 
today we are one of a few who 
draw all their own wire. 


We invite and welcome all visitors 
to every part of this great plant. We 
want you to see how carefully we 
guard every step in the manufacture 
of Williamsport Wire Rope. 














Williamsport Telfax Color 
Chart and a booklet on 
modern wire rope mailed 


on request. 






Here are two grades of wire rope; 


same size; same construction 


They look so much alike that the maker himself cannot distinguish 
the difference. It requires a laboratory test. And, yet there are 
six cents difference per foot in the base price and four tons differ- 
ence in tensile strength. 


Countless mistakes have occurred since wire rope has been made 
—some willful—some perhaps fatal, in the marketing and use 
of wire rope under these conditions. 


You don’t need to buy wire rope this way anymore== 
WILLIAMSPORT protects your purchase 


The core of every Williamsport Wire Rope now contains their 
new Telfax Patented Tape, definitely marking each grade of wire 
rope, thus removing forever the element of chance and necessity 
for guessing. Look for it.. 


It is the only wire rope made that provides this positive protec- 
tion. So that now, anyone can distinguish at once the grade of 
wire rope he receives if he specifies Williamsport. This protection 
is of vital and far reaching importance to all wire rope users. 


WILLIAMSPORT WIRE ROPE COMPANY 


Main Office and Works 


Williamsport, Pa. 





General Sales Office: Peoples Gas Bldg. 


Chicago, Illinois 


“‘accepted as the best’’ 

































































OKLAHOMA PRODUCTION 


Tulsa, Okla., Feb. 8—The average daily pro- 
duction of the Oklahoma fields for the past 
week was distributed about as follows: 


Barrels 

ON SS Sa eee 5 eee yrs 39,850 
oc. Dee vane sane aee Sheen 30,175 
PE EL OL ca fans a rihricee eee 33,890 
SP OREO CCT CEC 25,200 
NS CS ee ee ee ea 24,200 
ESSE eee eee ete 21,800 
DORI a ieee Che eh tig em ste pis es 15,850 
obs 0S) Sa ere ee errr 132,500 
Pet? Phe Ae ew uanncs we epeuee 323,465 
See St hah anes cheng sels» io mee 321,700 





OKLAHOMA RIGS AND LOCATIONS 
Tulsa, Okla., Feb. 8.—New rigs and locations 
for the Oklahoma fields during the past week, 


as compared with the previous week, follow: 
This Week Last Week 


Loca- Loca- 
County— Rigs tions Rigs tions 
Ce PT 15 18 11 
|S SS et See 2 2 3 me ae 
PPR occu ka eats Be - 1 x 
ee eee 16 20 15 16 
CS SS a eee 20 22 13 10 
Muskogee . ......... ~ ie 1 Bs 
OS a ees 18 15 12 9 
eee re ve 1 ye 
CO! i 1 1 3 1 
DNs. sew eenkeso% 2 2 5 1 
eT ee eee 3 1 6 4 
NL aS See 1 1 1 1 
SS ee. ee 3 4 3 2 
ee ee 7 4 9 6 
Miscellaneous . ..... 10 12 9 6 
<r) | aes ee 98 103 82 63 





NORTH OKLAHOMA FIELDS 


Osage County—Burkbank Field 

Carter Oil Co.’s No. 1, SE 8-26-6, 620 bbls after 120 
qt shot 2894 ft. 

Cosden Oil & Gas Co.’s No. 4, NE 6-26-6, 377 bbls 
after 110 qt shot 2908 it. 

Gypsy Oil Co.’s No. 6, NE 31-27-6, 75 bbls an hour 
after 120 qt shot 2956 ft. 

Prairie Oil & Gas Co.’s No. 4, SE 30-27-6, 640 bbls 
after 80 qt shot 2971 ft; 11, NW 4-26-6, 1200 bbls natural 
after shot 2988 ft. Well made 600 bbls natural before 
shot. 

Skelly & Phillips’ No. 1, SW 25-27-5, 50 bbls an hour 
at 2 feet in the sand at 2940 ft. 

Sinclair Oil & Gas Co.’s No. 4, SW 36-27-5, 
bbls after 20 qt shot 2946 ft. 

Tidal Osage Oil Co.’s No. 3, SW 30-27-6, 400 bbls 
after 130 qt shot 2942 ft. 


1150 


Other Osage 

Barnsdall Oil Co. et al’s No. 1, NW 5-24-11, 100 bbls 
1704 ft. 

Barnsdall Oil Co.’s No. 1, NW 2-24-9, abn 2193 ft. 

Gilliland Oil Co.’s No. 20, SE 26-23-7, swabbing 20 
hbls 2833 ft. 

Gypsy & Phillips’ No. 9, SE 24-25-9, 50 bbls after 
180 qt shot 2040 ft. 

Mountain States Oil Co.’s No. 5, NE 26-25-12, 10 bbls 
after 100 qt shot 1650 ft. 

Marshall et al’s No. 4 SE 21-23-11, 25 bbls after 125 
qt shot 1724 ft. 

Midland Oil Co.’s No. !, NE 19-24-9, abn. 

Osage Indian Oil Co.’s No. 8, SE 17-26-11, 50 bbls 
after 120 qt shot 1606 ft. 

Peters et al’s No. 2, SE 33-29-10, 10 bbls 1767 ft. 

Pioneer Oil Co.’s No. 4, SW 5-20-11, 25 bbls after 60 
qt shot 1725 ft. 

Chas. Page et al’s No. 2, NE 10-21-9, 25 bbls after 
30 qt shot. 
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Big Wells in Oklahoma Force 
State Production Up a Notch 


ULSA, OKLA., Feb. 8.—Possibilities 
that deeper producing formations 
might be found below the Glenn sand 
in the Glenn pool that would equal 
if not surpass that famous producing stratum 
in total production, were being seriously con- 
sidered by operators this week with the com- 
pletion of a well at 2372 feet. For some time 
it has been the general belief that the Wilcox 
sand might be found in this field as well as 
several other sands which would show suffi- 
cient production to make it profitable to drill 
deeper a large number of the wells which are 
now making little if any oil from the Glenn 
sand. 

Several wells have been taken to greater 
depths, but production was more or less small. 
The Gypsy Oil Company is now drilling sev- 
eral wells deeper in the field which are being 
watched with interest. This company’s No. 
20 well for the Birdie Sells farm in 5-12-12, 
was completed this week in a sandy lime at 
2372 feet for an initial production between 50 
anu /5 barrels. 

Production in Oklahoma took another jump 
this week as a result of the numerous large 
wells completed. The daily figures for the 
fields for the state were estimated to be around 
325,000 barrels and indications are that these 
figures will be increased to 340,000 barrels 
within the next 30 days. 

In the northern part of the state the most 
important development of the week was the 
extension of the Burbank pool one-half a mile 
to the northwest by the bringing in of the 
Skelly and Phillip’s No. 1 in southwest 25-27-5 
for 50 barrels an hour at two feet in the sand 
at 2940 feet. The well offsets two tracts to 
be offered at the next Osage land sale in 
March. The company is preparing to handle 
any additional oil which might come with 
deeper drilling. 

Several other wells in the Burbank pool went 
over the 1000 barrel initial this week and the 
field’s output was up above the 40,000 barrel 
per day mark. The Prairie Oil & Gas Com- 
pany’s No. 11, NW 4-26-6, was completed. for 





50 barrels an hour and offsets two tracts 
bought by this company at the last sale, which 
were purchased for $600,000 and $800,000. 

In the Deer Creek field of Grant County, 
the Western States Oil Company’s No. 3 Stey. 
art found a sand at 3345 feet and started flow. 
ing 10 barrels every three hours. The well js 
being drilled deeper. This formation was 
picked up at a depth of about 400 feet deeper 
than the other producing sands of the district, 

South of Tonakawa in the SW of 15-24-1W, 
Noble County, the Champlin Refining Com. 
pany’s No. 1 Morris found a shallow sand at 
2003 feet and at 4 feet in, made 225 barrels 
of oil and 100 barrels of water in 72 hours. 
This extends the Tonkawa production about 
one-half mile. 

The South Okfuskee County pools saw the 
greatest development in their history during 
the past week when something like 10,000 bar- 
rels new production was added to their daily 
output. In the so-called Lyons-Quinn pool 
the Gladys Bell Oil Company, the Lyons Pe- 
troleum Company and the Independent Oil and 
Gas Company all completed wells for an initial 
production of better than 3000 barrels each, 
Upon drilling into the sand Gladys Bell’s No. | 
in the southeast of 13-11-11 flowed at the rate 
of 185 barrels an hour. The Independent Oil 
and Gas Company's No. 4 in 13-11-11 was mak- 
ing 3500 barrels at last reports and was not 
complete. Much acreage is being sold in this 
district, some of which are bringing fabulous 
prices. 

Among wildcat developments of interest was 
the Burford and Brimm Oil and Gas Com- 
pany’s well in 21-18-8, Creek County, the No. ] 
Garrison of the Mid-West and Gulf Oil Cor 
poration and the Amerada Petroleum Com- 
pany’s well south of Ardmore, Carter County. 

The Midwest and Gulf well which found a 
showing of oil last week at 3140 feet, ran the 
bailer early this week and was reported as hav 
ing made several flows. The well located in 
Section 2-10-9, Okfuskee County, is one of the 
largest structures in Oklahoma and indications 
are that a new field will be uncovered. 





Plymouth Pet. Co.’s No. 2, SE 36-25-11, abn 2137 ft. 

Sheeders Oil Co.’s No. 6, SW 33-23-12, 40 bbls after 
shot 1654 ft. 

Texas Co.’s No. 4, SE 17-22-9, 75 bbls after 140 at 
shot 2236 ft. 

Tidal Osage Oil Co.’s No. 1, SE 
shot 2047 ft. 

United Oklahoma Oil Co.’s No. 4, NE 3-22-9, 24 bbls 
1032 ft. 


26-24-9, 48 bbls after 


Grant County 
Blackwell Oil & Gas Co.’s No. 2 Martin, SW 23-27-3w, 
7,500,000 cu ft of gas 2415 ft. 
Western States Oil Co.’s No. 3 Stewart, SE 22-27-3w, 
10 bbls every three hours and dr 3345 ft. 


Noble County—Tonkawa Pool 
Amerada Pet. Corp.’s No. 1 Smith, NE 15-24-l1w, 300 
bbls 2119 ft. 
Champlin Ref. Co.’s No. 1 Morris, SW 15-24-lw, 2 
bbls in 72 hours with 100 bbls of water, 2003-7 ft. 
McCaskey & Wentz’s No. 1 Hays, SW 3-24-lw, 1 
000,000 cu ft of gas and sd 967 ft.. 


th 
v 


Pawnee County 
Gillette et al’s No. 1 Mangum, SW 36-20-8e, 40 bbls 
through cavings, 2868 ft. Have 1900 ft of open hole, 
running casing. 





SOUTH OKLAHOMA OPERATIONS 


Carter County 
Cartér Oil Co.’s No. 29 Noble, SE 21-4s-2w, 40 bbls 
on the pump 2508 ft. 
Cotton Belt Oil Co.’s No. 1-C Rexroat, SW 10-4s-2w, 
old well deeper, 110 bbls 2020 ft. 


Gypsy Oil Co.’s No. 1 Garnett, SW 27-2s-3w, old 
well deeper, 300 bbls 2362 ft. 

Skelly Oil Co.’s Nos. 1 Crude, NE 16-4s2w. old well 
deeper, 30 bbls 1780 ft; 1 Dillard, NE 22-4s 2w, 7 
bbls 2210 ft; 10, NE 22-4s-2w, 200 bbls 2046 ft. 


Caddo County 
Flora-Okla Oil Co.’s No. 1 Wagner, SW 15-5n-9w, 
100 bbls 2385 ft. 
Comanche County 
Ramey et al’s No. 1 Indian, NW 2$-I1n-9w, abn 2580 ft. 
Cotton County 


Magnolia Pet. Co.’s No. 1 Bonderat, SW 24-1s-10w, 
abn 2222 ft. 


Stephens County 

Crump & Beard’s No. 1 Wilkinson, NW _ 27-1s-3w, 
75 bbls 2130 ft. 

Farret & Holmes’ No. 6 Cox, NE 25-1s-9w, 60,000,000 
cu ft gas 2187 ft. 

Lone Star Gas Co.’s No. 3 Bush, NW 
bbls 2214 ft. 

Magnolia Pet. Co.’s Nos. 8-A Thomas, SE 25-1n-9w, 
abn 2040 ft; 7 Robinson, NE 12-2s-5w, abn 700 ft. 

Pauline Oil Co.’s No. 10 Blayder, NE 32-1s-8w, 7,000, 
000 cu ft gas 1972 ft. 

Smith et al (Climax Oil Co.’s) No. 
32-1s-8w, 2,000,000 cu ft gas 1965 ft. 

Westheimer et al’s No. 7 Landrum, NW 34-1s-5w, 3 
bbls 719 ft. 

Winkler 


3-2s-8w, 100 


7 Smith, NE 


& Champion’s No. 4 Little, SW 20-1s-8w, 


2,000,000 cu ft gas 2819 ft. 
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50 bbls an hour 2894 ft; 5 Winn, SE 28-16-9, 35 bbls 
an hour 2930 ft. 


27 


OKMULGEE SECTION OPERATIONS 
Okmulgee County 


















































Other Creek County 
Carter Oil Co.’s No. 4 Eighenger, SW 4-15-10, 75 bbls Big Ben Oil Co.’s No. 7 Williams, SE 18-13-12, abn 
after 8 qt shot 2653 ft. 3075 ft. f 
Burford & Brimm Oil & Gas Co.’s No. 1 Deere, SE M. L. Carr et al’s No. 2 Grayson, NE 34-15-14, 75 
21-18-8e, 2000 ft of oil in the hole and pulling big pipe bbls 2126 ft. 
3197 ft. Carter Oil Co.’s No. 1 Harvey, NW 31-16-11, 20 bbls 

Iron Mountain Oil Co.’s No. 3 Bear, SE corner 3- 2675 ft. 

‘ts 14-8, 30 bbls after 60 qt shot 2485 ft. Denver Oil & Ref. Co.’s No. 6 Thomas, SE 32-13-11, 
ch Phillips Pet Co.’s No. 3 Miller, NW 33-16-10, 75 1200 bbls 2602 ft. 
bbls after shot 2770 ft. Invader Oil & Ref. Co.’s No. 13 Sutton, NE 33-14-14, 

: KANSAS PRODUCTION Stacy & Burris’ No. 1 NW 27-18-6, making about 70 50 bbls 1228 ft. 

ty ; P E 
i Independence, Kansas, Feb. 8.—The average bbls through cavings and cleaning out 3401 ft. E. J. Lambert et al’s No. 2 Freeman, NE 7-13-15, 
4 aily production of the Kansas fie ¢ E Texas Co.’s No. 3 Townsite, NE 17-15-10, 50 bbls 50 bbls 2735 ft. 

” - ite bt ee a —— ae Gate for the — stter 30 qt shot 2705 ft. Waite Phillips’ No. 4 Ross, SE 26-13-14, 100 bbls 
is ws atl - — ial Twin States Oil Co.'s No. 6 Leonard, SW 16-15-10, 2061 ft. 
as 1 Dorad nega + 25 bbls after 80 qt shot 2740 ft. Texas Co.’s No. 5 Jefferson, SW 22-15-14, 400 bbls 
- El Dorado «oo... eee ee eee ee eee eee 2 {000 H. G. Wilson’s No. 1 Murphy, SE 5-16-10, 5,000,000 2198 ft. 
ct Covert and Florence LaKMRwhate tad Oh wEL 16,200 — cu ft of gas 2330 ft. Savoy Oil Co.’s No. 1 Abraham, NW 15-16-11, abn 
W. Meanoay and TIGMe.... 6... cnc ccccceses 12,100 Wilcox & Oswaldt’s No, 1 Unallotted, NE 35-17-9, abn 1815 ft. 

’ NNER Eh cts SE inne cote Sido ert icy yg o-eie ae 11,700 2943 ft. 

m- I ee 21,800 Garfield County “ Okfuskee County 

ro oe = Atlantic Pet. Corp.’s No. 16 Wishard, SE 12-22-4w, American gle Oil Co.’s (Edgar Oil Co.) 13 Jef- 
€ ' DE a hyn ps CATO ae tis Sig oite crook 83,800 10 bbls after 10 qt shot 1658 ft. ferson, NW°16-11-11, 50 bbls 2666 ft. 
ITs. CONE 3 Rucec iad sh Nien Ws aGie mune b 84,160 Imo Oil & Gas Co.’s No. 1 Heim, NW 36-22-4w, 100 Barbara Oil Co.’s No. 1, NW 36-11-11, 30 bbls 2375 
ut a bbls 2175 ft. ft. 

C, E. Knox’s No. 2 Marley, SE 7-22-3w, abn 1730 ft. Gladys Belle Oil Co.’s No. 1, SE 13-11-11, 185 bbls 
the KANSAS RIGS AND LOCATIONS P an hour initial, now making 3000 barrels, 2714 ft. 
ayne County Indian Pet. Co.'s No. 8 Carter, NW 12-11-11, 75 bbls 

y J = a sib 2 ° -S fi . ’ - - , 
ing El Dorado, Kansas, Feb. 8.—New rigs and Magnolia Pet. Co.’s No. 2 Knight, SW 20-19-6, 20 5 wx 7 pling s " oe 
ar ; bbls after 20 qt shot 3013 f ——_ 
‘ily locations for the Kansas fields for the past a a ge bens a ae 9719.4. dil Josey Oil Co.’s Nos. 2, SE 24-11-11, 500 bbls 2407 
‘ week as compared with the previous week, guy Oe oe “th ow yi pe “¥ two feet ft 3, SE 24-11-11, 850 bbls 2453 ft. 
me follow : ae into the sand and is now flowing 2500 bbls, 3737 North Baltimore Oil & Gas Co. et al’s No. 4 Sugar, 
8 This Week Last Week NE 13-12-11, 240 bbls 2676 ft. 
and Lece- bien Tulsa County Lyons Pet Co.’s No. 1, NE 24-11-11, 2000 bbls 2716 
tial County Rigs tions Rigs tions Epler et al’s No. 2 Hackey, SW 20-18n-14e, 3,000,000 ft. 
ich, Butler 4 3 x 4 ft of gas 1433 ft. Midwest & Gulf Oil Corp.’s No. 1 Garrison, SE 2-10- 
0. ] ie | . , Gypsy Oil Co.’s No. 20 Sells, 5-17-12, (Glenn Pool), 9, standing with the hole full of oil at 3125 ft. Monday 
-ate Elk Be + SERe vers e's “ i 5 75 bbls from a lime sand at 2372 ft. ‘ (Continued on next page.) 
Oil Greenwood . ....... 5 3 3 4 
ak- Woodson 4 2 3 
hie Miscellaneous 9 5 7 6 
11s = ee ate wy 
SJ 3 = » ¥1 REEVES TANKS 
was 3 ee ah 
om- KANSAS OPERATIONS We carry on hand 55,000 barrel tanks for immediate shipment and can erect anywhere 
0. | Butler County a 
” Boss Oil Co.’s No. 6 Jackson, NW 12-29-5, 60 bbls rp ed Se! = 
om: after 39 qt shot 2820 ft. 
nty, Crum et al’s No. 2’ Crauley, NE 23-28-5, abn 2836 ft. 
da Hoyt et al’s No. 1 Boellner, NE 19-27-6, 200 bbls oil 
the and 30 bbls water 2726 ft 
lave Jayhawker Oil Co.’s No. 5 Haggert, SW 1-29-5, 100 
din bbls after 40 qt shot 2830 ft. 
the Elk County 
lons Dedrick et al’s No. 1 Syphers, SW 28-30-9e, abn 
2440 tt. 
Hatfield et al’s No. 1 Perkins, SW 5-30-9e, abn Icn. 
asin Port Fleeger, Fred Osborne et al’s No. 2 Dunkleburg, 
SW 27-19-10e, 20 bbls 1999 ft. 
, old Greenwood County 
Gillespie et al’s No. 1 Gribblen, NE 20-23-13e, 20 
well bbls after 80 qt shot 1865 ft. 
vy, 7 Lawson et al’s No. 1 Cross, NE 12-27-10, 90 bbls ‘ . . . ° . 
1929 ft. We can fabricate and erect anything in the steel plate line required in the 
aoe Co.'s No. 1 Donart, SE 35-27-12, abn oil business. Our long experience enables us to give you advantages and 
776 ft . . ° 
aa Super-Six Oil Co.’s No. 1 Daine, SW 12-24-12, 15 benefits others can not. Stills, tanks, agitators and condensers our specialty. 
bbls after 80 qt shot 1735 ft. Wire, write or phone 
Lyon County ° ° 
80 ft Farnsworth, Layne et al’s No. 1 Neuman, SW 19-20-10, THE REEVES BROTHERS COMPANY, Alliance, Ohio 
; : abn 2605 ft. ESTABLISHED 1871 
Marion County 
;.10w, Phillips Pet. Company & Vickers’ No. 6 Savage, NW 
28-21-5, 100 bbls 2332 ft. 
Osage County 
_ _Elmhurst Inv. Co,.’s No. 1 Hey, SE 10-15-16, abn TRIBAL OSAGE OIL LEASES AT PUBLIC AUCTION MARCH 2, i922, BY UNITED 
oe STATES GOVERNMENT 
nn ene Woodson County 
‘ Theta Oil Co.’s No. 5 Lake, NE 23-24-13, 10 bbls after March 2, 1922, at Pawhuska, Oklahoma, about 37,000 acres will be offered for oil leases in 





100 40 qt shot 1626 ft; 3 McClaskey, NE 31-23-14, 20 bbls 
’ after 40 qt shot 1687 ft; 9 McClaskey, NE 29-23-14, 
20 bbls 1688 ft. 


quarter section tracts. Bids will be for bonus in addition to royalties, 25 per cent payable 
on day of sale, balance in three annual installments, with acceptable security. Within adver- 











— tised area there are about 7000 oil wells producing from two barrels to one thousand barrels 
each, the total daily production for November, 1921, being about 70,000 barrels; also, there are 
> 000, OKLAHOMA OLD FIELDS OPERATIONS about 210 wells drilling. All lands are now leased separately for gas. Blue print maps of area 
. Creek County—Bristow Pool advertised showing tracts offered together with tracts leased also showing tracts producing 
NE Dictdaheaes nae: Kenmdak We, A tice, ME 27069, oil or gas can be had for fifty cents each, also logs of producing wells for twenty-five cents 
per ngpenay- Cevang agra each well. Write U.S. Superintendent, Osage Agency, Pawhuska, Oklahoma, for maps, logs or 
w, 3 O’ Rourke et al’s No. 1 Vaughn, SW 33-16-9, 21,500,000 further information. 
cu ft gas 2936 ft. 
1s-8W, Waite Phillips et al’s No. 6 McIntosh, NW ‘27-16-9, 
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STEPHENS COUNTY COMPLETIONS 

Atlantic Oil Producing Co.’s No. 1 Goggan, 
dry and abn 3400 ft. 

Gulf Production Co.’s Nos. 1 W. R. An- 
drews, 100 bbls, 3335 ft; 3 W. M. Cox, 600 
bbls, 3355 ft. 

E. A. Landreth et al’s No. 1 W. J. Brown, 
dry and abn, 3290 ft. 

Penn-Breck Oil Co.’s No. B-2 
Caldwell, 1000 bbls natural, 3150 ft. 

Sun Co.’s No. 2-B Stoker, 60 bbls after shot, 
3260 ft. 





Walker & 


STEPHENS COUNTY DRILLING 
REPORT 

Arkansas Nat. Gas Co.’s No. 4 Ackers, ur 3085 ft. 
Atlantic Oil Prod. Co.’s Nos. 1 Gaston, dr 3640 it; A-4 
West, sd 1855 ft. Atlantic Pool Synd.’s No. 1 Herron, 
sd 305 ft. Austin Oil Co.’s No. 1 Block “72,” sd 2935 ft. 

Big Bend Oil Synd.’s No. 1 Norton, sd 3135 ft. 
Brazos River Oil Co.’s No. 4 Massenburg, sd 3480 ft. 
Betrand et al’s No. 1 Dozier, dr 3165 ft. Buckeye Dev. 
Co.’s Nos. 4 Walker, sd 1210 ft; 5 Walker, sd 3105 ft. 
Breckenridge Co-Operative Oil Co.’s No. 1 Walker & 
Caldwell, sd 1515 ft. Baker & Edson’s No. 1 Barnes, 
dr 3330 ft. Benson Drilling Co.’s No. 1 Thomas. dr 2100 
ft. George Beggs’ No. 1 Langford, junked hole, 980 ft. 

Campbell Drilling Ass’n’s Nos. 1 Pierce, sd 
1 Walker & Caldwell, sd 2000 ft. California Pet. Co.’s 
No. 3 Brown, Ien. Channel Oil Co.’s No. 1 Moon, sd 
3440 ft. Considine & Martin’s No. 2 Martin, tsh 3260 
ft. Commodore Oil Synd.’s No. 1 McDonald, sd 3030 
ft. Christie Bros.’ No. 1 Yoes, sd 1800 ft. 

Drillers Oil Co.’s No. 1 Walker & Caldwell, sd 1060 
ft. Dawson & Davis’ No. 1 Cougher, sd 3000 ft. Dis- 
patch Oil Co.’s No. 1 Sloan, sd 3370 ft. Direct Oil 
Co.’s Ne. 1 Sanders, sd 1575 ft. 

Elliott Oil Synd.’s No. 1 Ingram, sd 535 ft. 
Co.’s No. 1 Ritchey, sd 1410 ft. 


Erie Oil 





3105 ft; 
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1000 Barrel Well at 3130 Feet in 
Stephens County Without Shooting 


ORT WORTH, TEXAS, Feb. 7.— 
Flowing natural from a grey lime for- 
xa mation picked up at 3130 feet at the 

rate of 1000 barrels daily, the Illindia 
Oil Company’s (formerly Penn-Breck Oil 
Company) No. B-2 Walker & Caldwell, located 
east of Breckenridge, Stephens County, is 
rated as one of the best completions scored 
in the Central West Texas oil fields since the 
first of the year. This well is only 20 feet in 
the pay, and will not be given a shot until the 
flush production is taken off. 

Another good completion in the Stephens 
County district was brought in last week by 
the Gulf Production Company on the W. M. 
Cox farm, located about six mlies southeast 
of Breckenridge, flowing 600 barrels daily. 
This well is the company’s third test on the 
Cox tract, and made 300 barrels during the 
first eight hours by actual gauge from 70 feet 
of lime pay encountered at 3285 feet. The 
same company’s No. 1 W. R. Andrews, has 
been completed as a 100 barrel producer from 
a grey lime pay found at 3280 feet for a thick- 
ness of 45 feet. A shallow gas producing hori- 
zon was struck by the Fidelity Oil Company’s 
No. 2 Houston good for about 6,000,000 cubic 
feet at 2080 feet. Drilling is being continued, 
and the well is now below 2600 feet in depth. 


a‘ 


rs) 


Two producing wells were added to the 
Ranger field during the past week, the largest 
being that of the Pennant Oil & Gas Com- 
pany’s No. 2 E. L. Teston good for 200 bar- 
rels daily from 15 feet of oil sand found at 
2480 feet. This well is located on the Thomas 
Benson survey about 1% miles west of the 
town of Pioneer, in the southwestern part of 
Eastland County, and is an offset to a 300 bar- 
rel well completed last October by the same 
company at 2485 feet. The No. 2 Teston 
gauged more than 8 barrels per hour on a 
nine hour test. A rig has been erected for a 
third well on this tract. In the west half of 
the Ranger field, the Associated Oil Company’s 
No. 1 Harrell is reported flowing by heads at 
the rate of 30 barrels daily after two shots in 
separate formations. A shot of 60 quarts was 
placed from 3650 to 3665 feet. Although a 
bridge formed after the second shot, the well 
is now flowing and will be cleaned out before 
completing. On the Daniels tract, the Service 
Oil Company’s No. 1 well has been abandoned 
as a dry hole with a total depth of 3700 feet. 
A few miles north of the town of Olden, the 
Magnolia Petroleum Company’s No. 21 T. W. 
Connellee is reported showing oil from 1802 
to 1808 feet, but will be passed up to make a 
deep test. This well is now drilling 
1900 feet. 


below 





Fensland Oil Co.’s No. 5 J. F. 
Findlay et al’s No. 3 Stoker, 
Fidelity Oil Co.’s No. 2 
2080 ft, dr 2630 ft. 

E. A. Landreth et al’s Nos. 1 Ledbetter, sd 360 ft; 
1 Dodd, sd 705 ft. Lathrope et al’s No. 1 Grant, sd 
660 ft. Lakeview Oil Co.’s No. 1 Lakeview, sd 1115 ft. 


Brown, dr 510 ft. 
sd rig burned, 840 ft. 
Houston, 6,000,000 ft gas at 











National Pipe—Byers Pipe 


Packing 

Hose 

Injectors 
Inspirators 
Lubricators 

Oil Cups 

Wire Ropes 
Rope Blocks 
Pipe Tools 
Stocks and Dies 


Valves 
Cups 
Belting 
Blacksmith’s Tools 
Steam Pumps 
Line Pipe 
Drill Pipe 
Tubing-Casing 
Drilling Rigs 

Etc. 


“‘We Ship. Quick”’ 


**The Largest Supply House 


in the Southwest”’ 


PEDEN IRON & STEEL COMPANY 


HOUSTON SAN ANTONIO 
FT. WORTH SHREVEPORT 








Mahlstedt Mook Oil Co.'s Nos. 5 
2740 ft; 6 Baker, tsh 1470 ft. 
ley, tools hung 2365 ft. 
er, dr 2450 ft. 
sd 830 ft; 1 
Synd.’s No. 1 


Baker, dr up show 
Miller et al’s No. 1 Ship 
Marine Oil Synd.’s No. 1 Walk- 

M. & M. Drilling Co.’s Nos. 1 Mitchell, 
School Block, sd 2855 ft Mid-American 

Pierce, sd 2710 ft. Maryland Drilling 
Co.'s No. 1 Owens, dr 2810 ft. Man-O-War Oil Synd.’s 
Nos 1 Walker & Caldwell, sd 3080 ft;°2 Walker & 
Caldwe'l, sd 1110 ft. Mid-Kansas Oil & Gas Co.’s Nos. 
1G. W. Hill (Acct. 2), dr 2900 ft; 7 J. W. Hill, dr 
°400 ft; 6 Tullos (Acct. 1), dr 2720 ft; 3 Atkins (Acct. 
2), dr 1615 ft; 4 Atkins (Acct. 2), dr 1300 ft. Mag- 
no'ia Petroleum Co.’s Nos. 6 J. M. Glenn, dr 1300 ft; 
9 McCauley, dr 3020 ft; 8 Rush, dr 2990 ft; 1 Hudzietz, 
dr 3775 tt; 4 G. D. Ward, dr 2650 ft; 1 Scruggs, dr 3335 
ft: 1 Carper, dr 1900 ft; 3 Furr, dr 1010 ft; 
995 ft. 

Glasscock Oil Co.’s No. 1 Cunningham, sd 1500 ft; 
Glenridge Oil Co.’s No. 5 Walker & Caldwell, sd 1155 
ft. Gorden et al’s No. 3 Walker & Caldwell, sd 865 ft. 
Guaranty O'1| & Gas Co.’s No. 2 Sloan, sd 2285 ft. 

Hellenic O:l Co.’s No. 1 Burgess, ur 2960 ft. 
Ou & R-f 
1100 ft; 
Salter. sd 
d 210 ft. 

Iehnson et 


3 Guest, 


Humble 
Co.'s Nos. 8 Spain, dr 2995 ft; 1 Caton, dr 
2? Knox, dr 1710 ft. Harry Bleam Synd.’s No. 1 

675 ft. Henderson Oil Co.’s No. 5 Crowley, 
al’s No. 1 Gandy, sd 2840 ft 
& Womack’s No. 1 Whitmire, sd 1865 ft. 
No. 1 Abney, sd 3160 ft. 

New Domain Oil & Gas Co.’s No. 3 Thorp, sd 2165 ft. 


Jefferies 
King et al’s 





OKMULGEE SECTION 


(Continued from preceding page.) 


the wll was reported as making several flows through 
the bailer. It will be drilled in this week. 


Waite Phillips’ No. 1 Jefferson, SE 13-11-11, 3500 bbls 
2704 ft 

Oklahoma Central Oil Co.’s No. 3 Barnett, NW 25- 
11-11, 1200 bbls this week 2600 ft. 


McIntosh County 
W. O. Marler’s No. 1 Turner, NW 21-12-14, 2,000,- 
900 cu tt of gas 2130 ft. 
Nicholson Oil Corp.’s No. 5 Canard, SE 28-12-14, 10,- 
000,000 cu ft of gas 1600 ft. 


—_ 


Muskogee County 


Carncu et al’s No, 2 Liales, NW 20-16-15, abn 
{t. 


Jack Sommers’ No, 2 Narnett, SW corner 35-16-15, 
2,000,000 cu ft of gas 1577 ft. 
Wagoner County 


Wright et al’s No. 1 Unallotted, SW 7-16-15, abn 
1400 ft. 


1350 
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STEPHENS COUNTY PRODUCTION 

Fort Worth, Texas, Feb. 6.—The average 
daily production of Stephens County during 
the past week was as follows: 


Barrels 

ma nexas COMPARY 4..2---.20rccerses 4,520 
Mid-Kansas Oil & Gas Company........ 4,450 
T. & P. Coal & Oil Company.......... 3,765 
Humble Oil & Refining Company....... 3,630 
Gulf Production Company ............. 3,535 
Prairie Oil & Gas Company ............ 2,710 
Magnolia Petroleum Company ......... 1,645 
Fensland Oil Company ...............-- 1,400 
SAE” on ose ps ohsi8 529000 04 890 
Pierce Oil Corporation .............+.. 560 
neem (ll COMIDONY 22.2265. ccscnssens 500 
Sinclair Oil & Gas Company ........... 410 
ae OE eee i vac caws sees 5 
eee Ci TC OPDOSROIOR: iis c's 55:0 )2 x ee 'o i 100 
ER cA cs aiecetyir sino ao peek eis wets 20,340 
RE Te Se eae cae sub av ae hie 48,720 
EPIC PCT OTE R TIE CTETT: 





EASTLAND COUNTY PRODUCTION 

Fort Worth, Texas, Feb. 6.—The daily av- 
erage production of Eastland County during 
the past week was as follows: 


Barrels 
Teer. Coal & Oil Company............ 1,440 
Sinclair Oil & Gas Company............ 1,270 
Prairie Oil & Gas Company............. 1,000 
Gulf Production Company ............. 610 
Peeernet Ctl 0 ON og ve ss e0,si0 5.5.5.8 6 ines 600 
Magnolia Petroleum Company ......... 465 
BEE VERSS COMMGOY Conc c ckicle csc sk cos 375 
Humble Oil & Refining Company....... 265 
A: 91k, ROMNEY 3 os Sorc eens a tee 60 
SINGER Weg cle pales kde 8 os he's 45 
SEN ale et ee ee ee 40 


Peasand Oil COMpany .. ..6 6. bs cwvenss 40 





RINNE SS i ua ae ewes ves 5,740 
I oa ota Sea Oy ce ade iets: ae 11,950 
ee OE Ee Cee ene Te 12,180 





DESDEMONA PRODUCTION 
Fort Worth, Texas, Feb. 6.—The average 
daily production for the Desdemona field for 
the past week was as follows: 





Barrels 

Magnolia Petroleum Company ........ 1,045 
Humble Oil & Refining Company....... 420 
Mid-Kansas Oil & Gas Company....... 320 
Prairie Oil & Gas Company............ 150 
ee rr ere 105 
Sinclair Oil & Refining Company....... 85 
MERON Oo ASX, isis oS calehyyiennate 3,405 
| en ery ee 5,530 
RINNE cat ciacine sudan cute ddaatical 5,300 





MISCELLANEOUS PRODUCTION 
Fort Worth, Texas, Feb. 6—The miscel- 
laneous s*ctions of Central West Texas made 
the crate daily average production the past 
week: 


Barrels 
RET cere a ea ee HEN ee, ee 1,200 
ESE EOE cee Oe 800 
ee ee eee 
Te er ki er ile aN ial aah 240 
ESA RES RS Oe eee eee 140 
SO na 100 





Oklahoma Petroleum & Gasoline Co.’s Nos. 1 Davis, 
sd 3360 ft; 15 Sloan, co 3210 ft. Operators Prod. Co’s 
Nos. 1 Martin, ur 2410 ft; 2 Martin, sd 535 ft. Oregon- 
Texas Independent Oil Co.’s No. 1 Jones, sd 1655 ft. 

Palo Pinto Pet. Co.’s No. 7 Swenson, sd 3325 ft. 
Penn-Breck Oil Co.’s No. B-3 Walker & Caldwell, sd 
1630 ft. Patterson & Mourer’s No. 1 Sloan, sd 3005 ft. 
Prairie Oil & Gas Co.’s Nos. 3-B W. H. Ackers, dr 
2865 ft; 6 A. A. Atkins, dy 2850 ft; 2 J. M. Cook, dr 
3510 ft; 14 Maggie Sparks, sd 2560 ft; 6-C A. S. Veale, 
dr 2865 tt; ® J. M. Ware, fsh cas 3577 ft; 2-B A. S. 
Veale, dr 405 ft; 1 J. M. Ware, dr 3540 ft. Practical 
Oil Co.’s No, 1 Bascom, sd 1985 ft. Pay-Tex Oil Co.’s 
No. 2 Lane, set cas 800 ft. Petroleum Operators Ass’n’s 
No. 1 Deaver, dr 600 ft. 
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Quakins Pet. Co.’s Nos. 4 Hamon, sd 2060 ft; B-3 
Walker & Caldwell, sd 2680 ft. 

Revere Oil Co.’s Nos. 1 Proctor, sd 3350 ft;1 An- 
drews, sd 3340 ft; 1 McClure, sd 3620 ft. Riley et al’s 
No. 3 Walker & Caldwell, sd 2265 ft. Roxana Pet. 
Corp.’s Nos. 3 Ball, dr 3500 ft; 4 Ball, sd 3380 ft; 6 
Ball, making 6,000,000 ft gas dr 3340 ft; 1 Corbett, dr 
2255 ft. Rosier et al’s Nos. 1 Thomas, sr 2780 ft; 2 
Thomas, dr 2310 tt; 4 Stoker, set cas, 2360 ft. Republic 
Prod. Co.’s No. 2 Knox, dr 1560 ft. 

Sharp & Mahoney’s No. 1 Walker, sd 2515 ft. Sun 
Co.’s Nos. 8 Stoker, sd 2395 ft; 6 Kendrick, sd 3130 ft; 
1 Scruggs, dr 3560 ft. Society of American Inventors’ 
No. 1 Curry, dr 1950 ft. Stephens County Pet. Synd.’s 
No. 1 Williams, sd 505 ft. Snowden & McSweeney’s 
Nos. 1 Jones, dr 460 ft; 11 Ackers (Acct. 1), dr 2320 
ft. Sinclair Oil & Gas Co.’s Nos. 1 McCullom, set cas 
2050 ft; 3 Henderson, fsh 1390 ft. ‘ 

The Texas Co.’s Nos. 5 Goodman, dr 2980 ft; 7 
Brooks, fsh bailer, 3225 ft; 6 Smith, dr 2210 ft; 2 Lee, 
dr 1815 tt; 10 Gholson, rig; 2 Mrs. S. E. Wilson, dr 410 
ft; 2 J. S. Pierce, dr 3470 ft. Texas Eagle Oil & Ref. 
Co.’s No. 1 Walker & Caldwell, sd 2250 ft. Texas-Ohio 
Synd.’s No. 1 Stribbling, sd 3560 ft. Texas & Pacific 
Coal & Oil Co.’s Nos. 2 Clark, sd 3270 ft; 1 Copeland, 
rig burned, 3365 ft; 1 Langford, dr and swabbing, 3680 
ft; 9 W. P. Newell, dr 760 ft; 1 A. S. Veale, rig. Taylor 
& King’s No. 1 McCord, sd 3715 ft. 

United Oil Synd.’s No. 1 Graham, sd 1240 ft. 
Van Ivan Co.’s No. 1 Wright, preparing to dr deeper, 


3260 ft. Virginia Co.’s Nos. 1 Lee, sd 3274 ft; 4 Lee, sd 
2855 ft. 
Western Reserve Oil Co.’s (formerly Breckenridge 


Drilling Co ) No. 1 Brown, co, 2655 ft. Webber-Harris 
Oil Co.’s No. 7 Walker & Caldwell, sd 715 ft. Wilkin- 
son & Burke’s No. 1 Parks, sd 1122 ft. Wofford, Lip- 
sitz & Camp’s No. 5 Brown, dr 600 ft. Wolverine Oil 
Co.’s No ! Rickles, pull cas to abn 2660 ft. Woods et 
al’s No. 1 Sanders, sd 310 ft. 

York & Bateman’s No. 1 Sloan, fsh cas 3425 ft. 





RANGER COMPLETIONS 
Pennant Oil & Gas Co.’s No. 2 Teston, 200 
bbls natural 2500 ft. 


RANGER DRILLING REPORT 

Ardizzone-Braden Oil Co.’s Nos. 5 Kincaid, sd 3525 ft; 
6 Kineaid, dr 2650 ft. Joe Ardizzone’s No. 2 Brelsford, 
run cas 1590 ft. Associated Oil Co.’s No. 1 Harrell, 
tsh tools 3670 ft. 

Barkley et al’s Nos. 3 Wright, sd 3685 ft; 4 Wright, 
rig. 

Carter et al’s No. 2 Langford, rig. 
al’s No. 1 Rosenquest, Icn. 

Davis et al’s No. 1 Cliatt, rig. Decker & Wogan’s 
No. 1 Ray, pull pipe, 3275 ft. Drury Pet. Co.’s No. 1 
Luse, sd 2010 ft. Donley Drilling Co.’s No. 1 Burkett, 
rig. Dorothy Oil Co.’s No. 1 Cliatt, dr 1150 ft. 

El Dorado Oil & Gas Co.’s No. 1 Hawk, fsh 3545 ft. 

Hamon Estate’s No. 1 Daniels, sd 3605 ft. Hodges et 
al’s No. 1 Shook, dr sandy lime with showing gas 3440 ft. 

Magnolia Pet. Co.’s No. 21 Connellee, showing oil, dr 
1900 ft. Mastex Oil Co.’s No. 1 Hill, fsh tools, 3495 
ft. Massie et al’s No. 1 Stubblefield, sd 1510 ft. Miller 
Oil Co.’s No. 1 Watson, sd 1560 ft. Mays & Happer’s 
No. 1 Burkett, ur 1900 ft. Middletown-Texas Oil Synd.’s 
Nos. 2 Brelsford, dr 3110 ft; 3 Brelsford, dr 1200 ft; 4 
Brelsford, dr 700 ft. 

Plateau Oil Co.’s No. 4 Hawk, dr 585 ft. 

Roberts & Murphy’s No. 1 Roberts, ur 2180 ft. Root 
et al’s No. 1 Gibson, dr 200 ft. Robertson et al’s No. 
1 T. P. Coal & Oil Co. Fee, dr 300 ft. 

States Oil Corp.’s Nos. 1 Carter, 530 ft; 2 Carter, dr 
1760 ft; 3 Fisher, dr 2125 ft; 1 Stone, dr 1715 ft; 5 
Jim Harrell, rig; 1 Stubblefield, Icn. Service Oil Co.’s 
No. 1 Daniels, plugging to abn, 3280 ft. 

Texas-Iowa Oil Co.’s No. 1 J. C. Lane, sd 1215 ft. 
Transcontinental Oil Co.’s No. 1 Exall, sd 3240 ft. Texas 
Pacific Coal & Oil Co.’s Nos. 1 Delano Fee, dr black 
lime, 3490 ft; 12 and 13 Meadows, rigs. 

Vulcan Oil Co.’s Nos. 1 Bryant, sd 1755 ft; 2 Bryant, 
rig; 3 Hamer, rig; 5 Hamer, sd 2120 ft; 3 B. A. Davis, 
rig; 2 W. T. Davis, rig. 

Weatherall Prod. Co.’s Nos. 1 Fulfer, sd 1785 ft; 2 
Fulfer, sd 185 ft.. A. S. Woods et al’s No. 1 Seaborne, 
sd for cas, 1715 ft. 


Courtwright et 





DESDEMONA DRILLING DEPORT 

Camel Oil Co.’s No. 1 Sides, sd 2895 ft. Central Oil 
& Dev. Co.’s No. 1 Abernathy, fsh cas 3005 ft. 

Harrison et al’s No. 1 Tidwell, sd 150 ft. 

Jerome McLester’s No. 1 Goodman, co 2945 ft. 

Kirk & Brewer’s No. 3 Erwin, rig. 

Leon. Valley Oil Co.’s No. 1 Haynes, trying to pull 
cas 3260 ft. 

Revere Oil Co.’s No. 4 Little, spudding. Ringle et al’s 
No. 1 Sam Davis, sd 3455 ft. 

Spear Oil Co.’s No, 2 Blankenship, dr deeper 3100 
ft. 
Texas Eagle Oil Co.’s Nos. 7 and 8 Anderson, rigs, 
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YOUNG COUNTY COMPLETIONS 
South Bend District 
A. B. & F. Oil Co.’s No. 1 State Land, dry 


and abn 3650 ft. 
Sun Co.’s No. 1 Davis, temp. abn. 3400 ft. 


Bunger District 


Cosden Oil & Gas Co.’s No. 1 G. F. Parsons, 
1000 bbls 3845 ft. 

Elk Basin Oil Co.’s No. 6 Driver, 300 bbls 
1895 ft. 

Mann et al’s No. 2 Whittenburg, 50 bbls, 
sand 1701 to 1715 ft, td 1915 ft. 

Pomona Mutual Oil Synd.’s No. 2 R. D. 
Owen, 100 bbls 1854 ft. 

Ralco Oil Co.’s No. 6 J. A. Driver, 50 bbls 
1925 ft. 

Rosell Oil Co.’s Nos. 1-E Grimshaw, 200 
bbls 4070 ft; 2-M Owens, 50 bbls 1846 ft. 
Oil Co.’s No. 7 Owens, 120 bbls 


Simms 
1885 ft. 

The Texas Co.’s No. 1 H. C. Stoffers, 190 
bbls 2673 ft. 





YOUNG COUNTY DRILLING REPORT 
South Bend District 


Bedford et al’s Nos. 1 Moore, dr 2600 ft; 2 Moore, 
dr 100 ft. Bevacqua et al’s No. 1 Stovall, sd 1400 ft. 

Canadian Pacific Oil Co.’s No. 1 McBrayer, ::* Ca- 
sey et al’s No. 1 Jefferies, trying to shut off water, td 
4120 ft. Ray Colcord et al’s No. 1 E. C. Stovall, rig. 
Conner et al’s Nos. 2 McCluskey, rig; 7 McCluskey, 
rig. 

Dalton et al’s No. 1 Alford, sd 1470 ft. 
Tuck’s No. 1 McCluskey, fsh 3510 ft. 

Egger et al’s No. 1 J. W. Horner, sd 840 ft. Elliott 
et al’s No. 1 Swearinger, sd 875 ft. Eureka Prod. Co.’s 
No. 5 Scott, dr 2260 ft. 

Five Hundred Oil Synd.’s No. 1 Farmer, sd 1960 ft. 

Jack Gill Oil Co.’s No. 1 M. D. Harrell, set casing 
1600 ft. Godley Oil Co.’s No. 18 M. K. Graham, dr 
540 ft. 

Hempflinger et al’s No. 1 McBrayer, sd 1770 it. 
Hemphill et al’s No. 6 M. V. Kellar, dr 450 ft. 

Konowa Oil & Gas Co.’s No. 1 Stovall, dr 3185 ft. 

North American Ref. Co.’s No. 5-B Scott, dr 600 ft. 

Old Dominion. Oil Co.’s No. 1 Wayne, dr 1885 ft. 

Panhandle Ref. Co.’s Nos. 1 Martin, dr 100 ft; 1 
McCluskey, dr 2400 ft; 1 Scott, dr 3540 ft. Pleasant 
Oil Co.’s No. 1 Reeves, sd 2082 ft. 

Rhodes Drilling Co.’s No. 1 Ferguson, dr 1660 ft. 
Roxana Pet. Co.’s Nos. 2 J. W. Burgess, set casing 
500 ft; 1 W. T. Donnell, dr deeper 1950 ft; 3 Ford, 
sd 2225 ft; 10 Ford, ur casing, td 2100 ft; 3 Goode, rig; 
1 McCluskey, fsh 3720 ft; 2 Payne, dr 800 ft; 2 Scott, 
dr 2110 ft; 3 Scott dr 2110 ft; 3 Scott, set casing 2150 ft. 
Seale & Vandervert’s No. 1 Stovall, sd 2800 ft. Stephens 
et. al’s No. 1 Garvey, sd 750 ft. C. E. Summer’s No. 
l Moore, sd 1450 ft. 


Dewes & 


Texas Prod. Synd.’s No. 6 Kellar, set casing 1400 ft. - 


Westervelt & Noble’s No. 3 M. K. Graham, rig. 


Bunger District 


Anzac Oil Co.’s No. 1 Askew, dr 450 ft. 

Barnes Prod. Co.’s No. 1 Parson, sd 2500 ft. H. 
Byren’s No. 1 Mahoney, sd 1600 ft. 

Cheney et al’s No. 4 Grimshaw, dr 500 ft. Cosden 
Oil & Gas Co.’s Nos. 2-I Askew, dr 1850 ft; 1-J 
Askew, dr 3100 ft; 1-D Grimshaw, dr 2140 ft; 2-D Grim- 
shaw, rig; 3-D Grimshaw, rig; 4-A Owens, rig; 5-B 
Owens, dr 100 ft; 3-M Owens, rig; 4-M Owens, Icn. 

Edgett et al’s Nos. 2 Grimshaw, dr 2375 ft; 3 Grim- 
shaw, Icn. Elk Basin Oil Co.’s No. 7 A. J: Driver, 
rig. 

Godley Oil Co.’s No. 3 Owens, Icn. Gulf Prod. Co.’s 
Nos. 1 Carmack, set casing 400 ft; 4 Grimshaw, dr 1800 
tt; 1 Lisle, set casing 1830 ft. 

Mahlstedt et al’s No. 1 R. M. Williams, rig. Mann 
et al’s No. 3 Whittenburg, dr 1415 ft. Moroe Oil Co.’s 
No. 1 Pickard, dr. 1130 ft. 

Nelson Oil Co.’s No. 1 Rhodes, dr 700 ft. 
main Oil Co.’s No. 1 Lynn, dr 3575 ft. 

Ohio Fuel Co.’s Nos. 2 and 3 Grimshaw, Icns. 

Penn Cities Oil Co.’s No. 1 F. Herron, testing 2390 
ft. Planet Pet. Co.’s No. 1 Whittenburg, dr 2710 ft. 
Pomona Mutual Oil Synd.’s Nos. 3, 4 and 5 R. D. 
Owens, Icns. 

Roddy et al’s No. 2 Vick, sd 3300 ft. Ralco Oil Co.’s 
Nos. 5 J. A. Driver, dr 1675 ft; 7 J. A.’ Driver, dr 1160 
ft; 1 J. L. Rhodes, dr 2650 ft; 1 B. P. Roark, dr 1650 
ft. Ross et al’s No. 3 Askew, rig. 

Simms Oil Co.’s Nos. 2 Driver, rig; 5 Owens, Icn; 


New Do- 





z ees 
NN GE 




































BURKBURNETT PRODUCTION 


Wichita Falls, Texas, Feb. 6.—Production 
in the Burkburnett field showed the following 
daily average for the pase week: 


Barrels 

Magnolia Petroleum Company ......... 2,830 
Kansas & Gulf Company .....<-..-.-+: 2,795 
Ries SERRG LODONY, oo. 2's viv.c oases ence 2,375 
Gulf Production Company ............- 1,730 
Humble Oil & Refining Company...... 1,270 
Panhandle Refining Company ......... 990 
Texhoma Oil & Refining Company ..... 750 
Livingston Oil Corporation ............ 650 
White Oil Corporation ................- 100 
OS a er eee 24,330 
Se). WJccg Gta ke ake Kel eeben se ean eee 37,820 
Se ee er eee Serer rss 34,470 





ELECTRA PRODUCTION 


Wichita Falls, Texas, Feb. 6.—Production in 
the Electra field showed the following daily 
average during the psat week: 





Barrels 

Magnolia Petroleum Company ........- 3,850 
The Dexas COMPANY «.... << 0005-2 00es 3,780 
errs eee 980 
Griswold Oil Company .........-...-+.:. 700 
Gulf Production Company .........-... 645 
Panhandle Refining Company .......... 110 
SERMTERUINOTIR,. 2 >. cw cise admis ems Sue wise 1,965 
NEES a a picnics che are nis ae eimihw te 12,030 
ES RS OCCT COLT Te Ce 11,490 





YOUNG COUNTY PRODUCTION 
Fort Worth, Texas, Feb. 6.—The average 
daily production for Young County during the 
past week was distributed as follows: 


Barrels 

Panhandle Refining Company .......... 845 
Simms Off Company ......csccsccseces 750 
North American Oil & Refining Co..... 670 
Oklahoma Petroleum & Gasoline Co.... 500 
Eureka Producing Company ........... 425 
et SOI ai. nn asad ns ceccccnnctennwe 375 
Bmenck Off Company ..........5..s0% 300 
Gulf Production Company ............-. 80 
a ee nee Re EE Pt ta 6,355 
oe tg eee rey Sere ee es ea 10,300 





MISCELLANEOUS PRODUCTION 
The smaller fields of North Texas showed 
the following daily average for the past week: 


Barrels 

Kemp-Munger-Allen ..........:-...0+00: 1,970 
Holliday-Archer County ................ 1,540 
I I oh a ns le ten aw alt aren 665 
RE Pe hc he eu aieh wanker ke 370 
RR re Se oe eu Ons aula le 4,545 
EE EON ere, 5,045 





6 Owens, dr 1850 ft; 8 Owens, dr 1450 ft; 9 Owens, 
Icn. Leslie Spoontz’s No. 1 Askew, straightening bad 
hole, td 2140 ft. Spoontz et al’s Nos. 1 O. D. Lisle, dr 
3260 ft; 1 J. E. Parson, rig; 1 W. A. Ribble, rig. 

The Texas Co.’s Nos. 1 Bunger, dr 2050 ft; 2 Bunger, 
testing 1953 ft. 

Union Oil Co.’s Nos. 1 Bynum, fsh 2800 ft; 1 Grim- 
thaw, dr 3850 ft; 2 Grimshaw, sd 2600 ft; 3 Grimshaw, 
tig; 4 Grimshaw, rig. 





BURKBURNETT DRILLING REPORT 

Boyd et al’s No. 1 Canada, testing 1680 ft. Bryan 
Oil Corp.’s No. 7 Taylor, testing 1690 ft. 

Camp Oil & Gas Co.’s No. 3 Beach, plugging back, 
td 1530 ft, 
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Bunger District in Young County 
Extended Two Miles Northeast 


ICHITA FALLS, TEXAS, Feb. 7.— 
Extending the proven area of the 
Bunger district in Young County 
about two miles to the northeast, the 
Cosden Oil & Gas Company’s No. 1 G. F. Par- 
sons came in late last week flowing natural 
with a flush production estimated at 1000 bar- 
rels from a sandy grey lime formation picked 
up at 3830 feet. This well is located in the 
southeast corner of the tract on the G. L. 
Aynesworth survey, abstract 1812, and only 15 
feet in the pay. It is producing from an entire- 
ly new horizon in the county, and will probably 
be drilled deeper into the pay when pipe line 
connections are made. 





That the trend of production in the Bunger 
district will extend to the northeast, east and 
southeast is proven by the showings of the 
above well, and the Penn Cities Oil Company’s 
No. 1 F. Herron, which extended the nool two 
miles to the east late last month at 2380 fect. 
The 2600-foot producing horizon was also car- 
ried further east last week when the Texas 
Companv’s No. 1 H. C. Stoffers flowed better 
than 200 barrels daily from five feet of oil sand 
found at 2670 feet. Leasing activity has been 
very brisk in the southeast corner of Young 
County and extending over into Tack and Polo 
Pinto Counties. Located about midwav be 
tween the Bunger district and the Palo Pinto 
County line ries are heine erected to drill 
tests bv the Mahlstedt Mook Oil Company on 
the R. M. Williams farm. M. L. Lassater sur- 
vey, abstract 1937. and Switzer and West on 
the Costello Brothers ranch in J. M. Johnson 
survey, abstract 161. 

In the South Bend district, the Panhandle 
Refining Companv’s No. 1 Scott, which was 
deenened from 3100 feet to make a test of the 
3525-foot pay furnishing a 2500 barrel well for 
the North American Oil & Refining Corpora- 
tion last December. is showing some oil from a 
broken erey lime formation from 2530 to 3545 
feet. This well picked up a black lime forma- 
tion at 3465 feet. It is expected that this well 
will be given a shot before drilling deeper. 


Actual pipe line runs of crude oil from the 
Young County fields during the month of Jan. 
uary amounted to 317,000 barrels, or a daily 
average of 10,200 barrels from a total of 159 
wells. About 10,000 barrels were delivered 
to refineries in the county, and the remainder 
purchased by the five major pipe line com. 
panics having lines serving this county. 

A gain of about 3,000 barrels in daily Pipe 
line runs was reported from the Burkburnett 
fields during the past week over those of the 
weck previous. Electra field also scored a 
vain amounting to about 550 barrels. 

On the Mattie Parker Lands, in Wichita 
County, about 10 miles west of Wichita Falls 
H. H. Temple et al’s No. 1 well, located in 
block 18, is bailing about five barrels oil while 
cleaning out at 1338 feet. It is planned to drill 
this well to 2000 feet, if oil is not found in pay- 
ing quantities at a lesser depth. There are 
1] producing wells in this district, which js 
considered semi-wildcat, with a combined daily 
production amounting to 100 barrels. . 

In the Kemp-Munger-Allen field, Nixon Oil 
Company's No. 9 Kemp & Kempner is reported 
pumping 25 barrels of oil from five feet of oil 
sand picked un at 1483 feet. In the same field, 
Wallace Oil Company's No. 1 Bowers is good 
for 15 barrels at 1504 feet. 

Archer County has been the scene of con- 
siderable leasing activity during the past two 
weeks, and several of the major companies 
have been taking on protection acreage in va- 
rious sections of the county. Markley & John- 
son’s No. 1 L. F. Wilson, located in the north- 
east corner of block 123, American Tribune 
New Colony Lands about two and one-half 
miles north of Archer City, is reported stand- 
ing with a hole full of oil after being aban- 
doned since last October. This well showed 
some oil from a sand at 1195 to 1205 feet, but 
tailed to produce after setting casing. It is 
now presumed that the pay was cased off. 
\nother test is to be drilled immediately by 
Markley & Johnson on the strength of the re- 
cent discovery of oil in the old well. 





Hunter et al’s No. 8 Dodson, dr 1115 ft. 

Jetter et al’s Nos. 1 Myers, sd 1810 ft; 2 
olueging back, td 1830 ft; 3 Myers, rig. 

Kirby et al’s No. 5 Taylor, casing trouble 1650 ft 

Langford et al’s No. 1 Langford, dr 1700 ft. 

Magnolia Pet. Co.’s Nos. 8 Anderson, dr 1000 ft: 
9 Anderson, dr 1725 ft; 74 H. Reilley, dr 200 ft. Mon 
arch Oil & Ref. Co.’s No. 3 Myers, sd 1358 ft. 

Old Colony United Oil Co.’s No. 6 Beach, sd 1225 ft 

Palmer et al’s No. 2 Chapman, dr 1715 ft. 
et al’s No. 1-B Waggoner, dr 1720 ft. 
Co.’s No. 1 Willis, sd 1475 ft. Wm. Priddy et al’s Nos. 
1 C. Birk, set casing 1815 ft; 2 C. Birk, dr 200 ft: 
6 Musgrave, testing 1675 ft. 

Seideman Oil Co.’s No. 1 Kinnison, sd 1615 ft. W 
G. Skelly’s No. 14 Waggoner, set casing 1600 ft. Staley 
et al’s No. 6 Dodson, dr 850 ft. Stump Oil & Gas Co.’s 
No. 6 Cropper, dr 1100 ft. Sunshine State Oil & Ref. 
Co.’s No. 1 D. H. Holtzen, dr 1700 ft 

The Texas Co.’s No. 5 L. B. Ruyle, dr deeper, td 
1620 ft. Thomas et No. 2 W. T. Cropper, dr 
1100 ft. 


Myers, 


Patton 
Penna-Burk Oil 


al’s 





ELECTRA COMPLETIONS 
Nixon Co.’s No. 9 Kemp & Kempner, (K- 
M-A field) 25 bbls 1487 ft. 
Virginia Oil Assn.’s No. 16 Burnett, 8 bbls 
688 ft. 
Wallace Oil Co.’s 
field) 15 bbls 1504 ft. 


No. 1 Bowers, (K-M-A 


ELECTRA DRILLING REPORT 
Babcock et al’s No. 2 Woddard, sd 1030 ft. 
Weaver et al’s No. 1 W. T. Waggoner, dr 150 ft. 


Barr 
Brid 


well & Heydrick’s No. 9 W. T. Waggoner, dr 1080 ft 
Bryan Oil Corp.’s No. 3 Burnett, dr 1625 ft. 
Oil Co.'s No. 1 Burnett, dr 400 ft. 

Fisher et al’s No. 1 Fisher, dr 970 ft. 

Griswold Oil Co.’s Nos. 18 Burnett, rat holing 1800 
ft; 19 Burnett, dr 1715 ft; 20 and 21 Burnett, rigs 
Griswold & Richard's No. 1 W. T. Waggoner, dr 1850 
ft. Guli Prod. Co.’s Nos. 4-C Burnett, dr 1825 ft; 5-C 
Burnett, dr 620 ft; 6 Collett, co 1400 ft; 10 Forbes 
Burnett, sd 1410 ft; 1 Parker, sd for star machine 1990 
ft; 9 Potter-Lewis, dr 315 ft; 1 J. L. Powell, rig; 1 
T. W. Roberts, rigging up. 

Harris et No. 3 Burnett, dr 1315 ft. 
et al’s No. 1 W. T. Waggoner, dr 640 ft. 
al’s No. 2 Douglass, dr 1985 ft. 
No. 1 W. T. Waggoner, sd 50 ft. 

Kentucky Production Co.’s No. 1 W. 
dr 200 ft. 

Ladd & Hannon’s No. 1 W. T. Waggoner, dr 1650 ft. 
Lewis Oil Corp.’s No. 1 W. T. Waggoner, sd 100 ft. 

McDaniels et al’s No. 2 S. B. Burnett, Icn. Magnolia 
Pet. Co.’s Nos. 2 J. C. Duke, dr 55 ft; 1-B J. C. Duke, 
len; 52 H. & T. C., dr 1180 ft; 42 Piper, sr 1340 ft 
Modern Pet. Co.’s No. 1 W. T. Waggoner, sd 1450 ft. 
Mona Marie Trust Co.’s Nos. 3 T. W. Roberts, dr 515 
ft: + T. W. Roberts, Icn. 

Nixon Co-’s No. 3 G. W. Lewis, testing 1485 ft. 

John O’Neil’s No. 1 T. W. Roberts, co 1000 ft. 

Planet Pet. Co.’s Nos. 32 Burnett, dr 1500 ft; 33 
Burnett, dr 1610 ft; 34 Burnett, dr 360 ft; 2 W. T. 
Waggoner, sd 1750 ft. Potlatch Pet. Co.’s No. 15 J 
Parker, sd 450 ft. 

Ryan Pet. Co.’s No. 7 Nance, dr 1840 ft. 

St. Louis Oil & Dev. Co.’s No. 1 J. L. Powell, dr 225 
ft. Scott Pet. Co.’s Nos. 1 Ward & Todd, testing 
1025 ft; 2-A Ward & Todd, sd 725 ft. Sooner Oil 


Economy 


al’s Harvey 
Hobbs et 


Joe Howell et al’s 


T. Waggoner, 
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Humphreys Line from Mexia 
we Gell to Be Ready May] 


Houston, Texas, Feb. 8.—The Humphreys- 
Pure Oil Pipe Line Company, building a line 
from the Mexia field to Smith’s Bluff on the 
Neches River, has pipe laid for 30 miles of 
main line and 12 miles of gathering line from 
the field to Teague. Work on the pump sta- 
tion at Teague is well advanced. The com- 
pany has four gangs in the field, one working 
south from Teague, one between Singleton 
and Iola, and one working each way from the 
Trinity River at Liberty. The completed line 
will be 205 miles long and plans provide for 
completion about May 1. The work has been 
seriously hampered by weather conditions for 
the last two or three weeks. : 

The Humphreys-Pure Oil Refineries Corpo- 
ration has begun the construction of six 55,000 
barrel steel tanks at Smith’s Bluff and a wharf 
on the river is to be begun shortly. 

The general offices of the Humphreys-Pure 
Oil Pipe Line Company have been moved 
from the Carter Building where they have been 
located since organization of the company, to 
the sixth floor of the Binz Building. A part 
of the telegraph system has been erected, in- 
cluding a wire into the Houston office. 


Shallow South Electra Field 
Is Extended to Southwest 


Wichita Falls, Texas., Feb. 8. — Extending 
the shallow producing horizon of the South 
Electra field in Wichita County approximately 
one and a half miles to the southwest, the Pe- 
troleum Producers Company’s wildcat test on 
the W. T. Waggoner ranch, located in the 
south central edge of section 33, block 5, is re- 
ported to be standing several hundred feet in 
oil with a 16%-inch open hole. The sand has 
been penetrated only five feet and the sand was 
picked up at 486 feet. Casing is being set for a 
test. 


Exhibit for Oil Men Is 
Opened at Tulsa, Oklahoma 


Tulsa, Okla., Feb. 8.—The permanent indus- 
trial exhibit of the Purchasing Agents Associa- 
tion of Oklahoma now is housed at 307 South 
Cincinnati in this city and the formal opening 
of the display rooms was held February 1 with 
a large crowd in attendance. The exhibitors 
have arranged their spaces and booths in a 
unique manner and the whole presents an at- 
tractive appearance. Virtually everything an 
oil man needs in the way of special appliances 
and devices are shown and other exhibits show 
‘Tulsa-made products. 

The success of the permanent exhibit largely 
it attributed to O. V. Borden, secretary of the 
Oklahoma association, who is in charge of 
the rooms and also has his offices located 
there. 

Space in the exhibit has all been taken but 
it is planned to provide more room through ar- 
rangements which now are in the process of 
consummation. It is expected that foreign 
manufacturers who are seeking to build up a 
trade in the oil country will engage space in 
the exhibit and that present accommodations 
will prove inadequate after the scheme has 
been thoroughly tried out from a_ business- 
getting standpoint. 











Assn.’s No. 1 T. W. Roberts, sd 920 ft. C. F. Spencer 
et al’s No. 2 W. T. Waggoner, dr 230 ft. Strunk et al’s 
No. 1 Burnett, dr 1800 ft. 

The Texas Co.’s Nos. 108 W. T. Waggoner, dr 
deeper, 1190 ft; 212 W. T. Waggoner, testing 1645 ft; 
213 W. T. Waggoner, dr 645 ft. Texas Superior Oil 
Co.’s No. 2 Burnett, sd 1530 ft. 

Waggoner Ref. Co.’s No. 4 W. T. Waggoner, dr 724 
ft. Wichita Pet. Co.’s Nos. 32 Burnett, dr 950 ft; 33 
Burnett, dr 1650 ft; 34 Burnett, set casing 1630 ft. 
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MEXIA PRODUCTION 


Mexia, Texas, Feb. 7—The average daily 
production of the Mexia pool for last week 
was divided about as follows, the table show- 
ing comparisons with the previous week: 


Last Prev. 


Week Week 
Humphreys Companies ....... 35,000 44,000 
MONATCH=RILDY § 5. «ss Sanesode 10,500 11,500 
Humble Oil & Ref. Co. ....... 10,400 12,500 
Sims: Oil Company: ...<6<cs.. 9,165 9,800 
Western Oil Fields Corp. ..... 9,100 12,000 
Gulf Production Company ... 8,500 7,500 
Magnolia Petroleum Company. 8,500 9,500 
ROE PEON. coos pics! sie a 6 IR eo 7,800 8,200 
Atlantic Oil Prod. Co. ........ 5,900 6,000 
U. S. Tex. Petroleum Co...... 4,900 4,200 


Danciger Oil & Ref. Company 3,900 2,600 
Owenwood Oil Corporation.. 3.800 4,500 





Houston Oil Company ....... 3,500 5,200 
raat OR CGMmpany <<... 6000s 2,850 4,600 
Middle States (Coyle et al)... 2,600 500 
Republic Production Company 2,300 2,700 
OIE ic pick Sess cuwaxee vs 2,200 2,900 
Kirby Petroleum Company ... 1,800 1,800 
The Texas Company ........ 415 365 
BECOCOHAMOCOUR... occ cccccccccs 3,870 1,020 

MI Fat races dada evekss 137,000 151,385 


Humphreys Interests to 
Form New Company March 6 


New York, N. Y., Feb. 6.—A meeting of 
stockholders has been called for March 6 to 
pass on the consolidation of the Humphreys- 
Mexia and Humphreys-Texas Companies into 
a new operating concern to be known as the 
Humphreys Oil Company. The authorized 
capital stock of the Humphreys Oil Company 
will be $15,000,000 with par value of $25 per 
share. Approximately $8,850,000 par of the 
new stock will be outstanding. 

Col. A. E. Humphreys will be president of 
the new concern bearing his name and virtual- 
ly all of the same officers and directors will 
be in control of the consolidated company. 
The present holders of both Humphreys- 
Mexia and Humphreys-Texas stock will re- 
ceive stock in the Humphreys Oil Company, 
par for par. 

The Pure Oil Company will have a 24 per 
cent interest in the Humphreys Oil Company 
and will control one-half interest in the Hum- 
phreys-Pure Oil Refineries Corporation and a 
like interest in the Humphreys-Pure Oil Pipe 
Line Company. 





RECORD AT MEXIA 


Houston, Texas, Feb. 7—H. L. Blackstock 
and W. M. Hobson, drillers for the contracting 
firm of Maybee & Schaeffer at Mexia, have 
been awarded the blue ribbon for drilling in a 
hurry at Mexia. The record was made at 
Texas Co.’s No. 3 Hines, where 10-inch was 
set and cemented at 340 feet and a string of 
65£-inch set and cemented at 2921 feet, only 
12 actual drilling days being required for the 
job. Shut down to let cement set is not in- 
cluded in the 12 days. “We will beat our own 
record with our next well,” said Driller Black- 
stock, and Hobson nodded his approval of the 
promise. 





Youngstown, O., Feb. 6.—Large orders for 
storage tanks placed with Warren, Sharon and 
Alliance manufacturers, involving many tons 
of tank plates is responsible for an increase 
in business in this line. 

The Youngstown Boiler and Tank Company 
is at present installing four 55,000 barrel steel 
storage tanks in the Southwest. 

An inquiry for 1000 tons of tank plates is 
now before the makers. 
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6,500,000 Barrels of Oil in Tanks 


at Mexia; Half of Storage Filled 


EXIA, TEXAS, Feb. 8.—Continuing 
ing the decline that set in shortly 
after the peak was reached the first 
of January, the average daily pro- 
duction of the Mexia field for the week ending 
last Saturday was 137,000 barrels, a loss of 
14,000 barrels from the average of the week 
before. Observation of performances of the 
wells during the first part of the present week 
indicates, it is said, that there will be a still 
further decline, shown in the average for this 
week. 

The completion of 28 wells during the week 
added 45,500 barrels of new production and 7 
wells to the list of dry holes. The 21 wells 
producing oil show an average initial produc- 
tion of little more than 2100 barrels, as com- 
pared with an average of 3300 barrels average 
initial in the wells completed in January, and 





a little more than 6000 barrels average in the 
wells completed in December. 

The most important completion during the 
week was Dr. F. L. Thompson’s No. 1 Bluitt, 
which came in from 3050 feet flowing 9500 
barrels of oil with 10 per cent basic sediment. 
This well is about 1500 feet southwest of the 
nearest production, the Western Oijl Fields 
Corporation’s No. 1 Williams, completed in 
January for 9000 barrels at 3030 feet. The 
Humphreys-Mexia Company has several wells 
going on the Thomas tract to the south and 
east of the Bluitt. A second well on Dr. 
Thompson’s Bluitt tract is also due for early 
completion. 

Only a little more than half of the steel 
storage in the Mexia field is filled according 
to figures compiled as of February 1, when 
approximately 6,500,000 barrels of oil were in 
the tanks and space for 6,000,000 more. 





MEXIA COMPLETIONS 


Atlantic Oil Prod. Co.’s No. 4 Mackey, 600 
bbls 3060 ft. 

Falvey & Reynolds’ 
bbls 3100 ft. 

Gulf Production Co.’s Nos. 1 McLendon, abn 
1630 ft; 2 Slaughter, 3000 bbls 3000 ft; 7 
Thompson, 2500 bbls 3050 ft. 

Houston Oil Co.’s No. 1 McGraw, 25 bbls 
3090 ft. 

Humble Oil & Ref. Co.’s Nos. 2-B Slaughter, 
abn 330 ft; 1 Morgan, abn 3 t 

Humphreys-Mexia Co.’s Nos. 

3070 ft; 1 Speer, 100 bbls 31 
3600 bbls 3075 ft. 

Monarch-Kirby’s 
3040 ft. 

Magnolia Pet. Co.’s Nos. 3 Mills, swabbing 
350 bbls 3030 ft; 5-B Thompson, 300 bbls 
3060 ft. 

Mexia Southern Synd.’s No. 1 Trotter, abn 
3030 ft. 

Owenwood: Oil Corp.’s No. 2 Abner, 
bbls 3000 ft. 

Republic Prod. Co.’s No. 2 Slaughter, 2500 
bbls 3020 ft. 

Simms Oil Co.’s Nos. 1 Mackey, 685 bbls 
3060 ft; 6 Reed, 1500 bbls 3040 ft. 

Seay-Cranfill’s No. 1 Thompson, abn 3150 ft 

Skinner-McGinnis’ No. 3 Carter, abn 3030 ft. 

States Oil Co.’s No. 1 Sherrer, 1500 bbls 
3048 ft. 

Dr. F. L. Thompson’s No. 1 Bluitt, 9500 
bbls 3050 ft. (10 per cent b. s.) 

Tidal Oil Co.’s No. 1 McGraw, abn 3030 ft. 

U. S. Tex Pet. Corp.’s Nos. 4 Anderson, 
2500 bbls 3040 ft; 5 Anderson, 3000 bbls 3080 
ft; 9 Anderson, 2500 bbls 3050 ft; 1 Koenig, 
450 bbls 3060 ft; 3 Koenig, 2500 bbls 3040 ft. 


No. 1 Thompson, 75 


120 ft. 

os. 3 Prather, abn 
30 ft; 2 Kennedy, 
No. 5 


6000 bbls 


Harris, 


2500 





MEXIA DRILLING REPORT 


Allison et al’s No. 2 Liles, dr 3015 ft. Arkansas Nat. 
Gas Co.’s Nos. 1 Mackey, drilled into salt water at 
3090 ft, plugged back to 3085 ft; 2 Mackey, dr 2860 ft; 
3 Mackey, dr plug 2910 ft; 4 Mackey, dk; 5 Mackey, 
dr 2810 ft; 6 Mackey, dk. Atlantic Oil Prod. Co.’s Nos. 
2 Mackey, bailing 3080 ft; 5 Mackey, dk; 6 Mackey, dr 
2980 ft; 7 Mackey, Icn; 2 Roller, dr 2825 ft; 5 Roller, 
testing 3030 ft; 6 Roller, dr 2220 ft; 7 Roller, dk; 1 
Ross, dr 2335 ft; 2 Ross, set casing 2900 ft; 3 Ross, 
dk; 4 Ross, dr 650 ft; 1 Sherrer, dr 2595 ft; 2 Sherrer, 
Icn. 

Bankers Oil Reserve’s No. 1 McLendon, standardizing 


3050 it. Big Pool Oil Co.’s No. 1 Sherrer, rig on 
ground. 
Childress-Roberts’ No. 1 Broadnax, fsh 2880 ft. 


Coyle et al’s Nos. 2 Carter, dr 2840 ft; 3 Carter, dr 
770 ft; 4 Carter, dr 2680 ft; 5 Carter, dr 2395 ft. 
Danciger Oil & Ref. Co.’s Nos. 1 Hensley, sd; 2 and 
3 Koenig, rigging up; 1 Mackey, dr; 2:and 3 Sherrer, 
rigging up; 1-B Sherrer, dr 1710 ft; 1-C Sherrer, rigging 


“al 
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As of February 1 there were ap- 
proximately 6,500.000 barrels of oil 
in steel storage at Mexia and an es- 
timate places empty storage at about 
6,000,000 barrels. The storage own- 
ership follows: 


vesaseebevennenbage 
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Barrels 3 

Humble Oil & Ref. Co......1,915,000 5 

Humphreys-Mexia . ........1,630,000 | 
Magnolia Pet. Co. .......1,570,000 
ES ee ae 300,000 
OS eae 
Simms Oil Co. ............. 185,000 
I ee 
ee 107,000 
Asmerican Pet. Co............ 62,000 
ESE Ne eee 50,000 
it ke 26,000 
eee 22,000 
Western Oil Fields ......... 16,000 
Miscellaneous 202,000 
et cilia thas Wice as ae 6,500,000 











up. Danciger-Carter’s No. 1 A. Sherrer, dr 610 ft. 
ble et al’s No. 1 Kimble, dr 330 ft. 

El Dorado Nat. Gas Co.’s No. 1 Sherrer, dr 2470 ft. 

Glasscock Oil Co.’s No. 1 Bluitt, dr 2640 ft. Gulf 
Production Co.’s No. 1 Sherrer, dr 2020 ft; 2 Sherrer, 
rigging up; 3 Sherrer, dr 270 ft; 4 Slaughter, dr 2620 ft; 
5 Slaughter, dr 380 ft; 5 Thompson, running liner 3050 
ft; 9 Thompson, dr 3220 ft; 10 Thompson, to 
3050 ft. 

Hale-Mexia Oil Synd.’s Nos. 1 J. L. Thompson, dr 
2870 ft; 2 J. L. Thompson, dk. Hill et al’s No. 1 
Plummers Creek, sd. Houston Oil Co.’s Nos. 4 Liles, 
dk; 8 Liles, testing 3050 ft; 10 Liles, set casing 2960 ft; 
11 Liles, dk. J. K. Hughes Oil Co.’s Nos. 1 Ellis, set 
casing 2900 ft; 2 Ellis, fsh 2540 ft; 3 Ellis, sd; 4 Ellis, 
dr 3000 ft; 5 Ellis, dr plug 2900 ft; 6 Ellis, dr 2160 ft; 
7 Ellis, set casing 2900 ft; 8 Ellis, dr 810 ft; 9 Ellis, 
dr 2610 ft; 10 Ellis, dr 570 ft; 11 Ellis, dr 1010 ft; 
12 Ellis, dr 2125 ft 14 Ellis, dr 2260 ft 15 Ellis, dr 1110 
ft 16 Ellis, dr 2225 ft; 17 Ellis, dk. Humble Oil & 
Ref. Co.’s Nos. 3 Abner, dr 2800 ft; 1 Foreman, spud- 
ded, sd; 1 Koenig, cement setting 2890 ft; 2 Koenig, dr 
2960 ft; 3 Koenig, set casing 2900 ft; 4, 5, 6, 7 and 8 
Koenig, rigging up; 1 McCline, spudded, sd; 1 Morgan, 
dr 2875 ft; 2 Morgan, sd; 2 Sherrer, bailed dry 3030 ft; 
3 Sherrer, d 2600 ft; 4 Sherrer, sd 2520 ft; 1 Sherrer 
35-A, rig on ground; 2 Slaughter, plug set 2940 ft. 

Humphrey-Mexia Co.’s Nos. 5 Adamson, set casing 
2890 ft; 1 Baker, standardizing 2940 ft; 1-W Berthelson, 
sd; 3-W Berthelson, dr 2825 ft; 4-W Berthelson, stand- 
ardizing 2910 ft; 5-W Berthelson, standardizing 2910 ft; 
6-W Berthelson, dr 100 ft; 7-W Berthelson, setting up; 
8-W Berthelson, testing 10-inch 380 ft; 9-W Berthelson, 
dr 865 ft; 10-W Berthelson, dr 750 ft; 11-W Berthelson, 
dr 280 ft; 12-W Berthelson, dr 110 ft; 13-W Berthelson, 


Dib- 


swab 
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setting up; 14-W Berthelson, dr. 800 ft; 15-W Berthelson 
dr 920 ft; 16-W Berthelson, spudding; 17-\W Berthelson, 
r 730 ft; 18-W Berthelson, dr 2115 ft; 19-W Berthelson, 
dr 450 ft; 20-W Berthelson to 26-W Berthelson, tae 
lens; 1 Best, dr 2960 ft; 2 Best, sd; 3 Best, dr 815 
ft; 4 Best, dk; 5 and 6 Best, lens; 1 Bluitt, dr 1900 fr. 

Bluitt, rigged, sd for water; 1 Clark, set casing 2980 
ft; 3 Clark, dk; 5 Clark, hole full sw 3070 ft; 7 Clark 
tsh 2670 ft; 8 Clark, dr 2250 ft; 9 Clark, set up, sq. 
1 Dancer, dr 2590 ft; 2 Dancer, standardizing 2999 ft: 
3 Dancer, standardizing 2910 ft; 5 Dancer, dr 2915 ft: 
7 Dancer, sd; 8 and 9 Dancer, setting up rotary; 10 
Dancer, dr 275 ft; 11 Dancer, dr 1145 ft; 12 Dancer 
dr 440 ft; 1 Early, cementing off lost tools; 1 Focke 
set casing 2870 ft; 2 Gamble, sd; 3 Gamble, $s; 4 
Gamble, dr 210 ft; 5 Gamble, rigging up; 6 Gamble, 
Ien; 7 Gamble, dr 140 ft; 8 Gamble, rigging up; 9 
Gamble, dr 150 ft; 10 Gamble, setting up; 11 Gamble 
dr 50 ft; 12 Gamble, setting up; 2 Hayter, dr 1795 ft: 
3 Hayter, dr plug 2890 ft; 3 Kendrick, dr 985 ft; 4 
Kendrick, setting up; 5 Kendrick, dr 810 ft; 6 Ken. 
drick, dr 490 ft; 7 Kendrick, dr 365 ft; 8 Kendrick, dk; 
9 Kendrick, bldg dk; 10 Kendrick, rig on ground; 11 
Kendrick, len; 2 Kennedy, running tubing; 5 Kollman, 
set casing 2930 ft; 4 Kollman, to pump 3060 ft; 6 Koll. 
man, set 10-inch 780 ft; 7 Kollman, set casing 2925 ft; 
8 Kollman, set casing 2920 ft; 9 Kollman, set Casing 
2915 ft; 10 Kollman, rigging up; 11 Kollman, dr 2685 ft; 
12 Kollman, setting up; 13 Kollman, setting up; 1 Me. 
Graw, standardizing 3015 ft; 1 Nussbaum, dr 1475 ft; 3 
Nussbaum, fsh 270 ft; 4 Nussbaum, spudding; 1 Park. 
inson, standardizing 3010 ft; 1 Pittman, dk; 2 Prather, 
sd 3000 ft; 5 Prather, set casing 3000 ft; 3 Rogers, spud- 
ding; 1 Joe Ross, dr 2700 ft; 2 Joe Ross, setting up; 
3 Joe Ross, moving in tools; 4 Joe Ross, dr 75 ft; 1 
Hester Ross, dr 2920 ft; 2 Thomas, set casinig 2920 ft; 
3 to 7 Thomas, dks; 8 Thomas, dr 1590 ft. 

Iron Clad Oil Synd.’s No. 1 Harper, sd. 

Jackson’s Nos. 1 
dk; 3 Hawkins, Icn. 
casing 3030 ft. 

Kirby Petroleum Co.’s Nos. 1 Abe Bell, dr 2615 ft; 2 
Abe Bell, setting up; 3 Abe Bell, rigging up; 4 Abe Bell, 
dk; 1 Freeman, dk; 4 Nussbaum, sd 3660 ft; 6 Nuss- 
baum, sd 3200 ft. Kirkpatrick et al’s No. 1 Trotter, dk, 

McMahon's No. 1 Ross, sd 300 ft. McMann et al’s 
No. 1 Knob, dk. Magnolia Pet. Co.'s Nos. 6 Dessen- 
berg, dr 2990 ft; 1 Knob, dk; 4 Mills, set casing 2920 
ft; 5 Mills, set casing 2920 ft; 6 Mills, dr 2375 ft; 7 
Mills, set casing 2930 ft; 1 Nussbaum, sidetracking 
2555 ft; 1 Stroud, dr 3220 it; 2-A Thompson, testing 
3030 ft; 4-A Thompson, dr 3015 ft; 1-B Thompson, dr 
2810 ft; 3-B Thompson, dr 2995 ft; 4-B Thompson, dr 


3015 ft; 6-B Thompson, dr 2775 ft; 9-B Thompson, dr 


rt 


Hawkins, spudded, sd; 2 Hawkins, 
Jones et al’s No. 1 Thompson, set 


2535 ft; 10-B Thompson, dr 2110 ft; 12-B Thompson, 
dr 2045 ft. Mexia Chief Oil Synd.’s No. 1 Bennett, sd 
3070 ft. Mexia Drillers Synd.’s No. 1 Parks, sd 1100 ft. 


Mexia Lone Star’s No. 1 Hardin, dr 1835 ft. Mexia 
Midway's No. 1 Harris, set liner 3010 ft. Mexia Rob- 
inson Synd.’s No. 1 Robinson, dk. Mexia Subbie’s No. 
1 Carner, sd. Milliken et al’s No. 1 Bluitt, sd 2980 ft. 
Mitchell-Jones’ No. 1 Carter, sd. Monarch Oil & Rei. 
Co.’s No. 1 Abe Bell, dk. Mutual Divide Oil Co.'s 
No. 1 Sherrer, dr 1710 ft. Murphy-Henderson Co.’s 
No. 1 Hughes, dk. 


Oil Operators Trust No. 1 Sherrer, dr 50 ft. Osage- 
Gulf O. & R. Co.’s No. 1 Parks, spudded, sd. Owen- 
wood Oil Corp.’s Nos. 2 Abner, dr 2735 ft; 3 Abner, dr 
2995 ft; 1 Bluitt, dr 260 ft; 1 Kimble, dr 320 ft. 


T. R. Page’s No. 1 Kimble, dr 330 ft. H. J. Parker's 
Nos. 3 and 4 Hines, rigging up. Parker Oil Co.'s No. 
1 Dessenberg, dk. Phillips & Kier’s No. 1 Adamson, dr 
3090 ft. Plateau Oil Co.’s Nos. 1 Freeman, sd 3035 
ft; 2 Freeman, dk. Providence Pet. Co.’s Nos. 1 
Koenig, standardizing 3010 ft; 2 Koenig, standardizing, 
3010 ft; 3 Koenig, rigging up. 

Republic Production Co.’s Nos. 3 Slaughter, dr 2675 
ft; 4 Slaughter, dr 1210 ft; 5 Slaughter, Icn. 

Seay-Cranfill’s Nos. 1 Thompson, sd 2600 ft; 2 
Thompson, pulling liner 3125 ft. Schultz-O’Brien’s No. 
1 Evans, sd. J. K. V. Shaffer et al’s No. 1 Roller, 
rigged, sd. Simms Oil Co.’s Nos. 1 Bennett, rigging 
up; 2 Bennett, sd; 3 Bennett, Icn; 2 Carter, dr 2360 ft; 
3 Carter, dr 2200 ft; 4 Carter, dr 2490 ft; 5 Carter, 
dr 1570 ft; 7 Carter, dk; 2 Mackey, set casing 3000 ft; 
2 Reed, set casing 2940 ft; 3 Reed, dr 2650 ft; 5 Reed, 
dr 440 ft. Simon’s No. 1 Koenig, testing 3020 ft; 2 
Koenig and 3 Koenig, dks. Skinner Bennett’s No. 1 
Scott, dk. Skinner-McGinnis’ Nos, 1 Carter, reaming 
to set liner 3000 ft; 2 Carter, water well. Sprinkle & 
Rucker’s No. 1 Freeman, sd 1980 ft. J. I. Staley ¢ 
al’s Nos. 2 and 3 Mackey, dks. States Oil Corp.’s No. ! 
Sherrer, hole full of oil, setting liner 3020 ft. 

T. & B. V. Ry.’s Nos. 1 Right of Way, dr 1270 ft; 2 
Right of Way, dr 300 ft; 3 Right of Way, setting up. 
Texas Co.’s Nos. 2 Harris; 4 Harris, fsh 2430 ft; 2 
Hines, dr 350 ft; 3 Hines, set casing 2920 ft; 4 Hines, 
dr 1680 ft; 5 Hines, setting up; 6 Hines, dk; 2 
Slaughter, set casing 2920 ft; 3 Slaughter, set casing 
2920 ft. Dr. Thompson’s No. 2 Bluitt, dr 2995 ft. 


Tidal Oil Co.’s Nos, 1 Carter, dr 2555 ft; 2 Carter, 
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PACKER PERFECTION 


The Layne Patent 
Lead Cone and 


Canvas Packer 


Point 1—Ratchet Threads 


These are left hand but- 
tress threads and being 
shallow cut, do_ not 
weaken the pipe to any 
extent, preventing the 
packer from uncollaps- 
ing when exposed to 
high gas pressure. They 
can be unscrewed and 
thus partially release the 
packing if it is desired 
to pull the packer. 


Point 2—Canvas Packing 


The canvas consists of 
eight-ounce duck, strong 
and durable, yet easily 
compressed to. altnost 
iron hardness, thus in- 
suring a nearly perfect 
pack the full length of 
the collapsed section of 
12 to 14 inches. 


Point 3—Cone Lead 


The lead being more 
substantial and  non- 
compressing than can- 
vas and soft enough, in- 
sures a good joint on the 
pipe and increases the 
packing capacity. Being 
smooth, it allows the 
packing to slide free, 
thus making a_ longer 
pack which insures more 
contact on well casing 
and lessens danger of 
bursting pipe. 





TAT 











Has been proven by many 
years of use in every oil field 
to be the best means for seal- 
ing off in oil wells. 


Its patented construction 
permits a better and longer 
pack than is obtainable in 
other packers, and lessens 
the danger of bursting pipe. 
Manufactured in all standard 
sizes this packer is the most 
reliable on the market. 


We also manufacture pins 
and screw-off packers for 
open holes, lead seals, wash 
plugs, wash rings, etc. 


Phone Us Your Orders 


We make your emergency our emergency 


We are equipped to handle export orders 


THE LAYNE AND BOWLER COMPANY 


Houston, Texas 


Factories: 


Memphis, Tenn. 
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standardizing 2850 ft; 3 Carter, fsh; 4 Carter, sd; 5 
Carter, dr 2830 ft; 6 Carter, set casing 2830 ft; 4 Mills, 
set casing 2970 tt; 5 Mills, dr 2950 ft; 1 Prather, stand- 
ardizing 3090 ft; 3 Prather, set casing 3000 ft; 1 Thomp- 
son, dk; 2 Thompson, dr 1090 ft. Trent et al’s No. 1 
Mackey, sd 300 ft. Tacket et al’s No. 1 Bluitt, spudded, 
sd. Turnbow Oil Co.’s No. 1 Bluitt, dr 2045 ft. 

U. S. Tex Pet. Corp.’s Nos. 4 Anderson, fsh; 6 
Anderson, set casing 2930 ft; 7 Anderson, rigging up; 8 
Anderson set casing 2940 ft; 9 Anderson, dr 3050 ft; 10 
Anderson, set casing 2940 ft; 11 Anderson, dk; 12 An- 
derson, sd; 2 Fish Pond, dr 2560 ft; 1 Koenig, fsh 
3050 ft; 2 Koenig, set casing 2900 ft; 3 Koenig, set 
casing 2910 ft; 4 Koenig, setting up; 5 Koenig, dk. 

Joe Walsh’s No. 1 Kemp, dr 2610 ft. Weaver & Can- 
non’s No. 1 Sherrer, dr 730 ft. Western Oil Fields 
Corp.’s Nos. 1 Bluitt, dr 1750 ft; 2 Bluitt, dr 2930 ft; 
1 Gamble, dr 2575 ft; 2 Gamble, dk; 1 Joe Ross, dr 
2010 ft; 2 Williams, set casing 2880 ft; 3 Williams, dr 
570 ft; 4, 5 and 6 Williams, spudding. White Eagle 
Ref. Co.’s No. 1 Liles, dr 2960 ft; 2 Liles, pumping, 
no prod, 3070 ft; 4 Liles, dk; 6 Liles, set casing 2950 ft; 
7 Liles, dk; 8 Liles, dr 1110 ft; 9 Liles, dr 2760 ft. 
Woods et al’s No. 1 Kimbell, dk. Woodbine Oil Co.’s 
No. 1 Slaughter, sd. 


Limestone County 


Atlantic Oil Prod. Co.’s Nos. 1 Champion, sd 2500 
ft; 1 Gunter, dr 2110 ft; 1 Morris, dk burned 3140 ft. 
Atlas Oil Co.’s No. 1 Best, dr 2270 it. Bettersby & 
Kyser’s No. 1 Herring, dk. California Pet. Co.’s No. 1 
Williams & McQuay, sd. Chappel et al’s No. 1 Kirby, 
standardizing 3050 ft. Craven O. & R. Co.’s No. 1 
Murphy, dk. Defender Oil Assn.’s No. 1 Anglin, dr 
1930 ft. Daturna Oil Co.’s No. 1 Askew, dr 1510 ft. 
Galloway O. & R. Co.’s Nos. 1 Curry, sd 1100 ft; 1 
Favors, spudded, sd; 1 Hudson, dk burned. Grogas 
et al’s No. 1 Gordon, sd 1640 ft. Humble O. & R. 
Co.’s No. 1 Lindley, dr 1335 ft. Humphreys-Texas Co.’s 
No. 1 Jones, sd 2770 ft. Iron Clad Oil Synd.’s No. 1 
Gill, sd 1800 ft. Jareco Oil Co.’s No. 1 Calame, set 
casing 2850 ft. Kouri et al’s No. 1 Sharp, dk. Lime- 
stone County Leasing Assn.’s No. 1 Moody, dk. Mc- 
Cormick-Mexia’s No. 1 Speight, dk. McNeal-McDowell’s 
No. 1 Tidwell, sd 2580 ft. Major Trust Synd.’s No. 1 
Hancock, dr 1555 fit. Mexia Extension Synd.’s No. 1 
Williams, dr 1195 ft. Mexia-LaSalle’s No. 1 Ferguson, 
spudded, sd. Mexia Oil Synd.’s No. 1 Long, dr 3020 
ft. Mexia-Simmons Oil Synd.‘s No. 1 Simms, dr 1745 
ft. Mexia SW Synd.’s No. 1 Curley, dk. Mexia Terrace 
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Oil Co.’s No. 1 Oliver, sd 2970 ft. Mexia Texas Oil 
Co.’s No. 1 Deis, dk. Mexia Wonderpool’s No. 1 Whit- 
comb, sd 2130 ft. New Domain Oil Co.’s No. 1 Teagle, 
r 3380 ft. Occidental Oil Co.’s No. 1 Stroud, rigged, 
sd. Wm. Penn Oil Co.’s No. 1 Gardner, dk. Perry 
Trustee’s No. 1 Bounds, dk. Ranger Collins’ No. 1 
Wade, dr 2920 ft. Tex Rickard et al’s No. 1 Head, sd 
830 ft. Marshall Spoontz’ Nos. 1 Calame and 1 Mag- 
ness, dks. Tarkington et al’s No. 1 Hornbeck, tools 
moved out, 1640 ft. Tate et al’s No. 1 Favors, spudded, 
sd. Texas Central Oil Synd.’s No. 1 Cook, dk. Texas 
Co.’s No. 1 Stroud, dr 3980 f.t Texas Mexia Synd.’s No. 
1 Matgsial, standardizing 2810 ft. 


Freestone County 


Atlas Oil Co.’s No. 1 Young, dk. 
Mahon’s No. 1 Kirvin, dr 2910 ft. Bison Oil Co.’s No. 
1 Thompson, dr 1410 ft. Brothers Oil Co.’s No. 1 
Bounds, will skid dk and dr new hole 2770 ft. Burk- 
Tex Prod. Co.’s No. 1 Bonner, testing casing 2960 ft. 
Dan Dillon et al’s No. 1 Bounds, dk. Dillon-McGraw- 
Rickard’s No. 1 Stubbs, dr 1195 ft. Dorado Oil Synd.’s 
No. 1 Edwards, set casing 2930 ft. Greenwood et al’s 
Nos. 1 Pitts, sd; 1 Ross, dr 2925 ft. Hamil et al’s No. 
1 Hackney-Weavevr, sd. Hicks et al’s No. 1 Jenkins, 
dk in litigation. Hog Creek Carruth’s No. 1 Whatley, 
dr 2620 ft. Humble O. & R. Co.’s No. 1 McClellan, 
rigged, sd. Mexia King Synd.’s No. 1 King, dr 1820 
ft. Mexia Teague Oil Co.’s No. 1 Sheffield, Icn. Mexia 


Bestley & Mc- 
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Wortham Townsite’s No. 1 Carroll, sd. Nat. Cons, Qj 
Co.’s Nos. 1 Coleman, dr 2685 ft; 1 Nussbaum, sd, 0, 
K. Oil & Gas Co.’s No. 1 Knight, dr 2215 ft. Path. 
finder Oil Co.’s No. 1 Holt, dr 685 ft. Plains Pet. Co’, 
No. 1 Moore, dk. Root & Knippley’s No. 1 Young, sq. 
Sewell & Baer’s No, 1 Smith, dk. Shankle et al’s No, 1 
Peurifoy, standardizing 2960 ft. Smith et al’s No, 1 


Stubbs, dk. Tate et al’s No. 1 Terry, dr 1435 ft. Texj. 
Ana Oil Co.’s No, 1 Wright, dr 1980 ft. G. W. Tucker 
et al’s No. 1 Red, dk. Trapshooter Riley’s No, 1 
Couch, dr 1710 ft. 
Navarro County 
Anderson et al’4 No. 1 Daniels, spudded, sd. Baker 


et al’s No. 1 Davis, dk. 


Bouser et al’s No. 1 W. Cole. 
man, rigged, sd. 


Compass Oil Co.’s No. 1 
Farm, dk. Corsicana Deep Well Co.’s No. 1 
2500 ft. Currie & Ertell’s Nos. 1 and 2 
Davenport et al’s No. 1 Reese, moving tools in. 
Curtis’ No. 1 Barrington, dr 2345 ft. L. T. 
No. 1 Wilson, dr 210 ft. 


County 
Burk, r 
Phipps, dks, 
Mart 
Dodwell’s 
Frazier et al’s No. 1 Lee, dr 
2970 ft. J. R. Hill’s No. 1 Stubbs, spudding. G, §, 
Johnson’s No. 1 Albritton and 1 Shime, rigging up. 
Homaokla Oil Co.’s No. 1 McGraw, fsh 2600 ft. Humble 
O. & R. Co.’s No. 1 E. Bounds, dk. Humphreys-Texas 
Co.’s Nos. 1 Cole, standardizing 2930 ft; 1 English, 
standardizing 2920 ft; 1 Garrett, standardizing 2880 ft: 
l Price, set casing 2920 ft. Livingston Oil Corp.’s No, 


1 Milliken, spudding. 








18th Floor Carter Bldg. 








NORTHWEST ROBERTSON COUNTY now has the 
big play. Ten wells going down and many new locations. 
Some choice acreage near these wells. See me at once. 


DR. C. $8. PRESTON 


Phone Preston 7221 




















Fig. 121 
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Pumping HOT Tar in COLD Weather 


is no trick if you have a 


Transit Block Valve Pump 





National Transit Pump and 
Machine Company 
Main Office and Works, Oil City, Pa. 
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are now available in convenient sizes, either steam 
or belt-driven for many conditions of dry vacuum 


Sullivan vacuum pumps and a Sullivan gasoline ex- 
traction compressor form an efficient installation for 
casing-head gas work. 

Splash lubrication, liberal dimensions of working 
parts, automatic “Wafer” Valves, are some reasons 
why these pumps and compressors can be depend- 
ed on for year-in, year-out service. 


Ask for Bulletin 4278-A 


Sullivan Machinery Company 


Western Indemnity Building 
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Hart’s Buckeye Die Stock 
—A“One Man’ Feature Tool 


In adapting the ‘‘ BUCKEY E”’ to the thread- 
ing of pipe 4 inches in diameter or larger, 
gears are provided which, with the aid of a 
rachet wrench, enable all the work to be 
done by one man—one set of dies being 
used for different diameters. 


THREE FEATURES 


— Automatic release of dies 
—Adjustability of dies 
— Die Leading device’ 
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Ask the nearest “F-R” man 
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Producing from Nacatoch at El Dorado 


Geological survey expert contends that Blossom 
sand is in reach of drill in new Arkansas field 


ASHINGTON, D. C., Feb. 7.— 

Many guesses have been made re- 
garding the age of the producing 
sand in the El Dorado field, in 
Union County, Ark. It has been 
classified by many geologists as 
Nacatoch (Upper Cretaceous), but lack of 
paleontologic confirmation of this classifica- 
tion and some apparently contradictory evi- 
dence caused several geologists to assign it to 
horizons ranging from the Midway formation, 
of Eocene age, to the Woodbine sand, of basal 
Upper Cretaceous age. Fortunately it is now 
possible to settle the controversy. Fossils 
furnished by H. N. Spofford, of the Gladys 
Belle Oil Company, and by A. J. Jones, of the 
the Kansas & Gulf Oil Company, have enabled 
L. W. Stephenson, of the United States Geo- 
logical Survey, Department of the Interior, to 
place the oil sand definitely at the horizon of 
the Navarro formation, which is equivalent to 
nearly all of the Marlbrook marl, the Nacatoch 
sand, and the Arkadelphia clay, three forma- 
tions belonging to the Upper Cretaceous se- 
ries. A small fragment of the cuttlefish 
Belemnitella Americana was obtained at a 
depth of 2129 feet from the Gladys Belle Oil 
Company’s Fitzgerald No. 4 well in section 
8, T 18 S. R. 15 W. The known ranges of 
this genus and a supplementary study of the 
formations passed through by the wells 
strengthen the conclusion that the sand is the 
Nacatoch. 


A few wells on the outskirts of this field 
have reached a sand about 400 feet below the 
Nacatoch. This deeper sand lies between the 
Nacatoch and the Blossom sand of the drillers. 
Proof is furnished by a specimen of Crenella 
serica (?), a small mollusk, found in a section 
of a core obtained at a depth of 2552 feet 
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In the January 22, 1921, issue of 
The OIL WEEKLY it was stated 
“The logs of the wells near El Do- 
rado, together -with their depths, make 
it appear the producing horizon is to 
be co-related with the Nacatoch sand 
* * * If this co-relation is correct, 
then beneath the production already 
obtained at El Dorado and within 
easy reach of the drill there should be 
found the Blossom sand, which yields 
the deep production at Homer, and 
the so-called Woodbine sand * * * ” 
A close reading of the accompanying 
bulletin from the United States Ge- 
ological Survey, issued last week, 
bears out statements printed almost 
one year ago. At the time the above 
statements were made, many found 
occasion to differ from The OIL 


WEEKLY.—Editor. 


from the Cooper-Henderson Oil Company’s 
Hammond No. 1 well, in section 19, T. 17 S., 
R. 15 W. This species is common in beds of 
Navarro age but has not been found in beds 
older than the Navarro, except perhaps in a 
formation in New Jersey, where certain speci- 
mens were found that are questionably identi- 
fied. The stratum from which the specimen 
found in the Hammond No. 1 well came is 
believed to be a part of the Marlbrook marl. 
The above determinations may well be of 
importance in the development of the El Do- 
rado field. So far as is known, the Blossom 
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Ludlow 


Double Gate Valves 


The oldest, simplest, best known and most serv- 
iceable Valves manufactured. Made in all sizes and 
for all purposes where valves are used. Interchange- 
able parts. 


LUDLOW VALVES meet the valve requirements 
of such clients as The Standard Oil Company, The 
Texas Company, The Gulf Companies, Prairie Pipe 
Line and Prairie Oil and Gas Company, New Eng- 
land Fuel Oil Company, Magnolia Petroleum Com- 
pany, The Humble Oil & Refining Company and 
other big users. 


Prices and particulars furnished on request. 
Prompt shipments. Write for catalog and complete 
valve information. 


The Ludlow Valve Mfs. Company 


(Established 1879) 


Branch Offices: 


Kansas City, Mo.; Chicago, Ill.; Pittsburgh, Pa.; Boston, Mass. 





Factory: 
Troy, New York 





sand of the drillers, which is commonly re- 
puted to be the producing sand of the Haynes- 
ville field, 30 miles to the southwest, and 
which is thought to be one of the pay sands 
of the Homer pool, 12 miles south of Haynes- 
ville, has not been reached by wells drilled 
within the producing part of the El Dorado 
field. It should lie at a depth of 2850 to 2950 
feet. 

No less important is the possibility of pro- 
duction from the sand that has been called 
Woodbine by the drillers, which has yielded 
most of the oil in the Caddo and De Soto- 
Red River districts. This sand should lie at 
a depth of 3400 to 3500 feet in the producing 
part of the El Dorado field, although it may 
be found slightly higher, because of the thin- 
ning or the complete absence of the Annona 
tongue of the Austin chalk. 

Deep wells to test the Blossom and Wood- 
bine sands of the drillers and other sands that 
have been productive in Northern Louisiana, 
may advantageously be drilled in those parts 
of the El Dorado field where good wells have 
been lost through water trouble, or where 
the interference from gushers drilled early in 
the life of the field has resulted in small out- 
put for wells drilled later. The desirability of 
testing the beds at these horizons is empha- 
sized by the fact that the productivity and the 
life of wells in some parts of Louisiana which 
obtain oil from sands deeper than the Naca- 
toch are, with few exceptions, on the average 
nearly twice as great as those of wells that 
have the same initial production at El Dorado. 





EL DORADO COMPLETIONS 
Arkansas Invincible Oil Co.’s No. 3 Buswell, 
19-18-15, pumping 65 bbls 2170 ft. 


Arkansas Natl. Gas Co.’s Nos. 218 Cullen, 4- 
19-15, 1200 bbls 2170 ft; 230 Woods, 29-18-15, 
600 bbls 2150 ft. 


Coates & Sewell’s Nos. 2 Benson, 4-19-15, 
300 bbls, 2160 ft; 2 Pendleton, 20-18-15, 500 bbls 
2130 ft. 


Constantine Ref. Co.’s Nos. 1 Lassiter, 150 
bbls, 2160 ft; 5 Thompson, 19-18-15, 125 bbls 
2190 ft. 


Enfisco Oil Co.’s No. 1 Pendleton, 20-18-15, 
1000 bbls oil and 7,000,000 cu ft gas, 2150 ft. 

Foster Oil Co.’s No. 2 Hinson, 7-18-15, 150 
bbls, 2200 ft. ‘ 

Gulf Ref. Co.’s No. 2 Jackson, 24-17-16, 35 
bbls 2210 ft; 8 Rowland, 5-18-15, 45 bbls 2120 
ft. 

F. C. Henderson’s No. 1 Garrett, 4-19-15, 175 
bbls 2200 ft. 

Humble Oil & Ref. Co.’s No. 5 Lacey, 31- 
17-15, 30 bbls 2200 ft. 

Hunt et al’s No. 1 Rowland, 26-18-15, 1800 
bbls, 2150 ft. 

La-Tex Oil Co.’s No. 3 Cates, 32-18-15, 175 
bbls, 2160 ft. 

*E. H. Rammage et al’s No. 1 Thurkill, 29- 
18-15, 1500 bbls 2150 ft. 

Trammel & Zoder’s No. 1 Thurkill, 29118-15, 
185 bbls 2160 ft. 

Weiss Oil Corp.’s No. 5 Thurkill, 29-18-15, 
300 bbls 2160 ft. 





EL DORADO DRILLING REPORT 


Aiken et al’s Nos. 1 E. & W. Ry. Co., 32-17-15, sdi 
4 E. & W. Ry. Co., 6-18-15, rigged, sd; 5 E. & W. 
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Arkansas Production Off 
as Mud Slows Operations 


El Dorado, Ark., Feb. 7.—Continued rains 
which have made it almost impossible to 
“navigate” the fields have shown their effect 
upon operations in the El Dorado field through 
4 loss in production, number of wells complet- 
ed and progress in drilling wells. The average 
daily production suffered a loss of 2150 barrels, 
from 39,710 to the new low level of 37,560 
barrels of oil daily. 

The majority of completions for the week 
were in the south pool where the experience 
of a large volume of salt water with the oil 
in the larger wells was maintained. In addi- 
tion to the water with the initial flow, the wells 
making clean oil at the beginning soon show 
salt water, it frequently happening that as 
much as 60 per cent water will show over 
night. The gas in the original area of the 
south pool extension is depleted and the ma- 
jority of producers are pumping. 

The area east of town is getting a strong 
play on leases following the completion of 
a gas well in that district, the dopesters having 
it that there is another pool six or eight miles 
east of the present producing area and running 
parallel. 

The entire field is a sea of mud which makes 
it almost impossible for materials to be 
moved. 





Ry Co., to pump, 2140 ft. Ajax Drig. Co.’s No. 1 
Greenwood, 5-19-15, fsh for swab, 2180 ft. Amerada 
Pet. Co.’s No. 4 Rowland, 5-18-15, to. pump, 2120 ft; 
land 2 R. T. Rowland, 28-18-15, rigging up. Anderson 
et al’s No. 1 Traylor, 4-19-15, dr 1810 ft. Ardmore-El 
Dorado Oil Co.’s No. 1 Bird, 5-18-15, sd; 1 Ennis, 23- 
17-15, dk. Ark-El Dorado Oil Co.’s No. 1 Yocum, 29- 
17-15, dk. Ark-Invincible Oil Co.’s No. 1 Burns, 32- 
17-15, sd 2160 ft. Arkansas Nat. Gas Co.’s Nos. 232 
Cullen, 4-19-15, dk; 233 Cullen, dk; 235 Cullen, 340 ft; 
238 Cullen, dr 985 ft; 239 Cullen, Icn; 240 Cullen, dk; 
241 Cullen, dk; 183 Stewart, 5-19-15, Icn abn; 207 
Woods, 29-18-15, testing 2165 ft; 221 Woods, to pump, 
2150 ft; 222 Woods, to test 2160 ft; 223 Woods, tested 
dry, dd 2190 ft; 224 Woods, to put on air, 300 ft oil in 
hole, 2150 ft; 225 Woods, will blow with air, 2170 ft; 
227 Woods, sd; 231 Woods, sd; 234 Woods, dr 1985 
ft. Ark-Tex Oil Co,.’s No. 1 Bramlett, 31-17-15, sd; 1 
McWilliams, 5-18-15, sd. Arnett et al’s Nos. 1 Trull, 
25-17-16, bailing 2110 ft; 3 Trull, dk. Ark P. & R. Co.’s 
Nos. 2 Carroll, 5-19-15, sd. Associated P. & R. Co.’s 
No. 2 Carroll, 29-18-15, dr 1870 ft; 3 Carroll, dr 810 ft; 
land 2 Thurkill, 28-18-15, bldg dks. 


Barton et al’s No. 1 Mack, 5-18-15, sd, 2130 ft; 1 
Willett, 18-17-15, sd. Beall & Thomas’ No. 1 Pendle- 
ton, 36-18-14, dr 3000 ft. Buley et al’s Nos. 1 Cates, 
33-18-15, sd; 2 Cates, fsh 2150 ft. Big Four Oil Co.’s 
Nos. 4 Smith, 18-18-15, to pump 2156 ft; 5 Smith, dr 
2160 ft. Block Oil Co.’s No. 1 Benson, 5-18-15, to pump 
2150 ft; 1 Eatser, 21-19-11, dk. Boger et al’s Nos. 1 
Cates, 4-19-15, to pump, 2200 ft; 2 Cates, sd 2200 ft. 
Boger & Jones’ No. 1 Pendleton, 20-18-15, bailing 2110 
ft. Boyle et al’s No. 2 Greenlee, 33-18-15, junked hole, 
moving over. E. M. Brown’s Nos. 1 Grace, 3-18-14, sd; 
1 Goodwin, 16-16-14, sd. Bradstreet et al’s No. 2 Sew- 
ell, 32-17-15, sd; Bryan et al’s No. 1 Miller, 14-17-16, 
dk. ; 

Caddo Central Oil Co.’s No. 2 Jolly, 32-17-15, sd. 
Carlton & Jones’ No. 1 McGough, 16-17-13, sd. Carter 
& Morgan’s No. 1 McKinney, 4-18-15, sd. Casper & 
Cline’s No. 1 Woods, 20-18-15, fsh for bailer, 2130 ft. 
Chaddick et al’s No. 1 Woods, 20-18-15, set 6-in 2060 ft. 
Clark & Greer’s Nos. 2 Craig, 17-18-15, dk; 2 Burns, 
32-18-15, dr 1500 ft; 3 Burns, rigged, sd. Coates & 
Sewell’s Nos. 3 Benson, 4-19-15, set 6-in 2130 ft; 4 
Benson, set 6-in 2120 ft. Congress Oil Co.’s No. 1 
Swilley, 8-18-15, sd. Constantine Ref. Co.’s Nos. 1 
Coombs, 18-18-15, set cas 2130 ft; 3 Burns, 31-17-15, set 
cas 2160 ft; 4 Burns, wt on cas, 2170 ft; 2 Goodwin, 
36-17-16, dk; 2 Hill, 12-18-16, sd; S-1 Hinson, 7-18-15, 
dr 2170 ft; S-2 Hinson, dr 1640 ft; 4 Hinson, 6-18-15, 
Set 8-in 2170 ft; 1 J. A. Hinson, 7-18-15, dr 2185 ft; 
4 J. T. Hinson, dr 1145 ft; 3 Robinson “20” and 3 
Robinson “40”, dks; 1 Thompson, 19-18-15, set cas 2150 
ft; 3 Thompson, dr 2175 ft. Cordell Synd.’s No. 2 Kirk- 
Sey, 24-17-16, dk. Cooper & Stewart’s No. 1 Burns, 32- 
18-15, to pump, 2180 ft. H. C. Cotton’s No. 1 Cates, 
33-18-15, sd. Cox Realization Synd.’s No. 5 Carroll, 
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17-18-15, rigging up. Cox et al’s No. 1 Pendleton, 20- 
18-15, dk. Creek Oil Co.’s No. 3 DeCou, 8-18-15, sd. 
Crosby Synd.’s Nos. 1 Jackson, 29-17-15, sd; 1 Murphy, 
30-17-15, sd. Curtis Nelson et al’s No. 1 Cordell, 29- 
17-15, dk. Cycle Oil Co.’s No. 1 Dumas, 15-17-16, set 
6-in 2000 ft. 


Dauche et al’s No. 1 Tuffts, 31-16-14, to resume drill- 
ing, 160 ft. Davis et al’s Nos. 1 Brady, 17-15, dk; 1 
Carlock, 18-17-15, dk; 1 Carnish, 32-17-15, sd. Davis 
Oil Co.’s No. 2 Snowden, 20-18-15, dk. Daniels et al’s 
No. 2 Hinson, 12-18-16, dk. Daniels Drlg. Co.’s No. 1 
Morgan, 2-18-16, sd. Warren Daniels No. 1 Pendleton, 
20-18-15, sd. Dorado Oil Synd.’4 No. 1 Cox, 32-17-16, 
sd. 

East Side Oil Co.’s No. 1 McCurry, 30-17-14, dr 2130 
ft. El Dorado Oil Corp.’s No. 2 Pendleton, 20-18-15, 
repairing boiler. El Dorado Dev. Co.’s No. 1 Sorrell, 
33-17-15, sd. El Dorado Gas Co.’s No. 1 Gaddy, 30-17- 
14, rigging up. El Dorado-Langston Oil Synd.’s No. 1 
Zeigin, 33-17-15, sd. El Dorado-Lucas Oil Co.’s No. 1 
Newton, 12-17-16, sd. El Dorado Oil Synd.’s No. 1 Nie- 
hus, 19-17-15, sd. El Dorado-Union Oil Co.’s No. 1 
Burns, 33-17-15, sd. E. M. S. Oil Co.’s No. 1 Stamps, 
17-18-15, sd. Empire Gas & Fuel Co.’s No. 1 Miller, 
25-17-16, sd. Engle et al’s No. 1 Nolly, 4-17-15, sd. En- 
fisco Oil Co.’s Nos. 1 Cullen, 4-19-15, set 6-in 2110 ft; 
2 Cullen, dr 685 ft; 1 Greenwood, 5-19-15, testing 2180 
ft; 1 Nichols, 4-19-15, set 6-in 2130 ft; 2 Nichols, dr 
1000 ft; 2 Pendleton, 20-18-15, dr 2010 ft. Eurika Pet. 
Co.’s Nos. N-2 Cullen, 4-19-15, dk; N-3 Cullen, set 6-in 
2140 ft; S-2 Cullen, dk; S-3 Cullen, to test 5 ft sand, 
1365 ft. Equitable Pet. Co.’s Np. 1 Barton, 33-17-16, 
set 6-in 2040 ft. Equitable Oil Co.‘s No. 3 Snowden, 
20-18-15, fsh for swab, 2120 ft. 


Federal Pet. Co.’s No. 3 McKinney, 25-17-16, sd. First 


National Oil Co.’s No. 1 Britt, 13-18-16, sd. Forrest 
Oil Co.’s No. 1 Cobb, 5-19-15, rigged. Foster Pet. 


Co.’s No. 2 Daniels, 19-18-15, dk. Fullilove Drig. Co.’s 
Nos. 1 Mann, 29-18-15, dr 1690 ft; 2 Mann, dr 210 ft. 

G. S. & G. Oil Co.’s Nos. A-1 Cates, 4-19-15, to pump, 
2200 ft; 6 Cates, 33-18-15, dr 1560 ft; 7 Cates, dk. G. & 
E. Synd.’s No. 2 Stamps, 14-18-15, sd. George et al’s 
No. 6 Goodwin, 31-17-15, set 6-in 2120 ft. Gladys Bell 
Oil Co.’s Nos. 3 Boyd, 6-18-15, to pump, 2140 ft; 4 
Mack, 8-18-15, dk; 5 Mack, bailed dry 2140 ft. Grant 
et al’s No. 5 Pickering, 17-18-15, set 6-in 2100 it. Gulf 
Ref. Co.’s Nos. 1 Cates, 32-18-15, dr 2165 ft; 2 Cates, dr 
2075 ft; 3 Cates, dr 1420 ft; 4 Cates, dr 210 ft; 1 Lena 
Goodwin, 35-17-16, set cas 2170 ft; 6 Thurkill, 28-18-15, 
set cas 2055 ft; 7 Thurkill, dr 2060 ft; 8 Thurkill, set 
6-in 2070 ft; 9 Thurkill, dr 1000 ft. 


S. P. Harrell’s No. 1 Hamilton, 24-19-16, dk. Harrell 
& Hatcher’s No. 2 Thurkill, 29-18-15, dr 1910 ft. Harris 
Drlg. Co.’s No. 1 Greenlee, 33-18-15, dk. Harper et al’s 
No. 1 Taylor, 4-19-15, testing 2180 ft. J. F. Heard et 
al’s No. 1 Thurkill, 29-18-15, set cas 2100 ft. F. C. Hen- 
derson’s Nos. 1 Cates, 32-18-15, dk; 2 and 3 Cates, Icns; 
4 Cates, fsh 1440 ft; 5 Cates, dk; 1 Cullen, 4-19-15, bailed 
dry 2130 ft; 2 Cullen, dr 1945 ft; 3 Cullen, dr 260 ft; 
4 Cullen, dr 185 ft; 3 Garrett, set 6-in 2130 ft; 4 Gar- 
ret, set 6-in 2170 ft; 4 Pratt, 8-18-15, dk. Hickman 
et al’s No. 1 Carroll, 29-18-15, dr plug, 2060 ft. Hick- 
man & Baird’s Nos. 5 McKinney, 5-18-15, dk; 6 Mc- 
Kinney, Icn. Hobbs Oil Co.’s Nos. 4 A. Hinson, 6-18- 
15, set 6-in 2130 ft; 3 Woods, set 6-in 2130 ft. Hodges 
et al’s Nos. 1 Benson, 5-19-15, sd; 2 Benson, sd. Houtz 
et al’s Nos. 1 Taylor, 4-19-15, sd; 2 Taylor, dk. Hud- 
son Oil Co.’s No. 1 Traylor, 4-19-15, dk. Humble Oil 
& Ref. Co.’s No. 1 Alderson, 31-17-15, bailing 2170 ft; 
2 Carroll, 29-18-15, testing 2160 ft; 5 Carroll, bailed dry 
2130 ft; 6 Carroll, set 6-in 2140 ft; 3 Hearin, 8-18-15, dr 
1225 ft; 1 Traylor, 9-19-15, dr 190 ft; 2 Traylor, dk. 
Hunt et al’s No. 2 Pickering, 17-18-15, dk. 

Ingalls et al’s No. 1 Thurkill, 28-18-15, tested dry 2150 
ft, dd. 


Johnston Drlig. Co.’s Nos. 2 Cullen, 4-19-15, dr plug 
2100 ft; 1 Benson, 5-19-15, dr plug 2090 ft; 1 Holloman, 
testing 2150 ft; 1 Taylor, 4-19-15, dr 1710 ft. John- 
son et al’s No. 1 Nash, tested dry 2190 ft, dd. Jones 
& Kammerlin’s No. 3 Gates, 4-19-15, set 6-in 2110 ft. 

Keen & Woolf’s Nos. 4 McKinney, 30-17-15, to pump, 
2210 ft; 5 McKinney, dk. Kinard Oil Co.’s No. 1 Kin- 
ard, 33-17-15, sd. Kline & Jones’ No. 1 Pratt, 8-18-15, 


dk. Knapp et al’s No. 1 Cobb, 14-19-15, dk. Knott et 
al’s No. 1 Nash, 29-17-15, sd. 
La-Grande et al’s No. 1 Popp, 32-19-15, dk. La-Tex 


Oil Co.’s No, 2 Cates, 32-18-15, dk. La-Va. Oil Co.’s 
No. 1 Hudson, 32-18-15, sd. Lewis et al’s No. 1 Green- 
wood, 5-19-15, to pump, 2200 ft. List et al’s No. 1 List, 
25-17-15, sd. Livingston Oil Corp.’s No. 2 Woods, 20- 
18-15, testing 2140 ft. Love Oil Synd.’s No. 1 Edgar, 
23-17-15, sd. 

Lucas-Tomberlin’s Nos. 1 Crawford, 31-17-15, sd; 3 
Crawford, dk; 1 McKinney, 4-18-15, dk. Lucille Drill- 
ing Co.’s No. 2 Smith, 18-18-15, to pump 2170 ft. Lucky 
Six Oil Co.’s No. 1 Murphy, 30-17-15, sd. 

Magnolia Pet. Co.’s Nos. 1 Brown, 16-18-15 dr 2100 
ft; 11 Ruth, 8-18-15, to pump 2140 ft. McDuff & Green- 
wood’s No. 6 Newsom, 4-18-15, to pump, 2120 ft. Mc- 
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Laughlin Oil Co.’s No. 1 Stowe, 5-17-13, dr 310 ft. Mc- 
Murray Drilling Co.’s No. 2 Thurkill, 29-18-15, set 6-in 
2080 ft. Michigan-Ark Oil Co.’s No. 2 Cates, 33-18-15, 
dk; 1 Norris, 32-19-15, sd. Milo Drilling Co.’s No. 1 
Robins, 1-19-16, sd 2690 ft; 4 Snowden, testing 2160 ft; 
5 Snowden, dr 1410 ft; 6 Snowden, dk. Middlesex Oil 
Co.’s Nos, 2. Cates, 4-19-15, rigging up; 3 Cates, dk. 
Miller & Winger’s Nos. 1 Cullen, 3-19-15, dr 110 ft; 2 
Cullen, rigging up; 3 Cullen, 4-19-15, set 6-in, 2130 ft. 
Mo-El Dorado Oil Co.’s No. 1 McKinney, 4-18-15, sd. 
Tom Mitchell Oil Co.’s Nos. 1 Kinard, 33-17-15, sd; 1 
Cullen, 9-19-15, dr 1100 ft. Morefield et al’s No. 1 Cates, 
33-18-15, to pump, 2180 ft. Morefield & Tanner’s No. 1 
Ingrim, 25-17-16, to pump 2200 ft. Morris Drilling 
Co.’s No. 1 Woods, 20-18-15, dr 1910 ft. Montgomery 
et al’s No, 1 Rogers, 10-19-15, dr 1770 ft. Mutual Oil 
Co.’s No. 1 Spooner, 29-19-16, sd. 

Naco Pet. Co.’s No. 1 Wells, 19-18-15, to pump, 2200 
ft. J. L. Nelson’s Nos. 1 Buswell, 19-18-15, to pump 
2190 ft; 2 Buswell, rigging up; 1 Cullen, 4-19-15, dr 
1610 ft; 2 Thurkill, 29-18-15, dr 1750 ft. N. W. El 
Dorado Oil Co.’s No. 1 Goodwin, 23-17-16, sd. 


O’Mara et al’s No. 1 Greenlee, 33-18-15, to pump 2180 
ft. Orr et al’s No. 1 Woods, 29-18-15, sd. 

W. J. Payne et al’s No. 1 Kinard, 29-17-18, sd. Phil- 
lips Petroleum Co.’s Nos. 1 Mann, 29-18-15, sd; 2 Cates, 
4-19-15, set cas 2170 ft; 3 Cates, dr 1660 ft; 1 Alpha 
Cates, 33-18-15, rigging up. Phillips et al’s No. 1 Nolly, 
4-18-15, dk. Pratt Oil Co.’s No. 1 Hudson, 10-19-15, dk. 
Pure Oil Co.’s Nos. 6 Brown, 8-18-15, dk; 4 Hinson, to 
pump, 2160 ft. Pyle et al’s Nos. 2 Stamps, 17-18-15, sd; 
3 Stamps, dk. 


Quaker City Pet Co.’s No. 2 Polk et al, 11-17-15, dr 
210 ft. 

Reliable Oil Co.’s No, 1 Dumas, 11-17-16, dk. D. C. 
Richardson’s Nos, 2 Garrett, 4-19-15, set 6-in 2100 ft; 1 
Greenlee, 29-18-15, dk. Richardson Oil Synd.’s No. 1 
Hudson, 20-17-15, sd. Robb et al’s No. 1 Thomas, 16- 
18-14, dr 1320 ft. Romine et al’s No. 1 Cobb, 9-19-15, 
dk. Rooker et al’s No. 1 Cordell, 24-17-16, testing 2160 
ft; 2 Cordell, dr 160 ft; 2 Kirksey, sd. E. H. Rammage 
et al’s No. 2 Thurkill, 28-18-15, dr plug 2060 ft. Sed- 
berry & Thomas’ No. 1 Cullen, 4-19-15, dr 1220 ft. Schaff- 
er Oil & Refining Co.’s Nos. 2 and 3 Buswell, 19-18-15, 
dks; 4 Buswell, to pump 2190 ft. Shreveport Prod. & 
Ref. Co.’s No. 1 Howard, 12-18-16, sd. Skelly Oil Co.’s 
No. 2 Stamps, 17-]8-15, dk. Southern Oil & Land Co.’s 
Nos. 4 Armstrong, 31-17-15, dk; 7 Armstrong, set 6-in, 
2160 ft; 8 Armstrong, set 6-in, 2180 ft; 9 Armstrong, set 
6-in, 2175 ft; 16 Armstrong, dr 1510 ft; 11 Armstrong, 
dk. Sioux Oil Co.’s No. 1 Wood, 9-19-15, dk. Standard 
Oil Co.’s Nos. 1 Areson, 3-18-15, dr 2535 ft; 4 Arm- 
strong, 31-17-15, dr 510 ft; 3 Cates, 33-18-15, testing 
2160 ft; 4 Cates, set 6-in, 2145 ft; 2 Cordell, 24-17-16, to 
pump, 2140 ft; 3 Cordell, dr 1110 ft; 2 Garrett, 4-19-15, 
testing 2180 ft; 3 Garrett, Icn; 4 Garrett, dk; 5 Garrett, 
set 6-in 2170 ft; 3 Goodwin, 36-17-15, testing 2200 ft; 3 
Helwig, 7-18-15, testing 2160 ft; 4 Helwig, dk; 7 Hearin, 
18-18-15, to pump 2180 ft; A-3 Hinson, 7-18-15, dr 1010 
ft; 1 Hill, 12-18-16, dk; 7 Ingrim, 25-17-16, dk; 1 Mur- 
phy, 6-18-15, set 6-in 2090 ft; 1 Sample, 36-17-16, dk; 7 
Thompson, 19-18-15, set 6-in, 2170 ft. Stella Pet. Co.’s 
No. A-1 Cates, 4-19-15, to pump. Stock et al’s Nos. 1 
Dumas and 3 Woods, 20-17-15, rigging up. Success Oil 
Co.’s No. 1 Miller, 32-18-15, rigging up. Sun Co.’s No. 
6 Brown, 8-18-15, dk. 

Tarver & Morefield’s No. 1 Nash, 29-17-15, dk. Tark- 
ington Oil Co.’s No. 1 Cullen, 9-19-15, dr 810 ft. Ten 
Spot Oil Co.’s No. 1 Pickering, 17-18-15, dk. Teat et 
al’s No. 2 Brown, 20-8-15, sd. Terry Fields Oil Co.’s 
Nos. 2 Smith, 30-17-14, dr 180 ft; 1 Green, 19-19-15, dr 
2060 ft. Triangle Oil Co.’s No. 3 Simms, 31-17-15, sd. 
Tri-State Oil Co.’s No. 1 Nash, 3-19-15, sd. Trooper Oil 
Co.’s No. 1 Alphin, 4-18-15, dk. Twin States Oil Co.’s 
No. 1 Howard, 13-18-16, sd. 

Union Pet. Co.’s No. 1 Helm, 9-19-16, dr 2030 ft. 

Vaughan & Gray’s No. 1 Cullen, 4-19-15, dr 2010 ft. 
Van Heuvel et al’s No. 1 Yocum, 29-17-15, dk. 

Walker Oil Co.’s No. 2 Flournoy, 4-17-17, sd. Wash- 
ington Oil Co.’s No. 1 Cates, 33-18-15, sd. Watkins et 
al’s No. 1 Baker, 7-t8-15, set 6-in, 2130 ft. Weir et al’s 
No. 1 Greenwood, 4-19-15, set 6-in, 2120 ft. Weiss Oil 
Corp.’s No. 1 Horton, 12-18-15, testing 2150 ft; 2 Thur- 
kill, 29-18-15, sd; 4 Thurkill, len; 6 Thurkill, rigging up; 
7 Thurkill, dk. J. H. West’s Nos. 2. Greenlee, 33-18-15, 
to pump 2170 ft; 3 Greenlee, dk; 2 Garrett, 4-19-15, to 
pump, 2200 ft. White Oil Corp.’s No. S-13 Armstrong, 
31-17-15, set 6-in, 2180 ft. Wilcott et al’s No. 4 Row- 
land, 5-18-15, dk. | Williford et al’s No. 1 Dumas, 32- 
16-14, dr 2420 ft. Doe Williams Oil Co.’s No. 1 Brown, 
4-20-16, sd. Sol Williams Trustee’s Nos. 2 Garrett, 4- 
19-15, set 6-in, 2130 ft; 3 Garrett, sd; 4 Garrett, set 6-in, 
2140 ft. Wilson Oil Co.’s No. 1 Moody, 16-17-14, sd. 
Woodley et al’s Nos. 2 Anderson, 31-17-15, dk; 3 Alder- 
son, fsh 2180 ft; 1 Burns, 32-18-15, flowed 1 hour, sanded, 
2140 ft; 2 and 3 Burns, Icns; 1 Woods, 29-18-15, len; 
1 Horton, 2-18-15, to pump 2150 ft; 2 Horton, setting 
3¥%-in screen, 2260 ft. Weyman et al’s No. 1 Greenlee, 
33-18-15, sd. 


Zoder & Hincey’s No. 1 Pickering, 14-18-16, dk. 



































HOMER PRODUCTION 
Shreveport, La., Feb. 6—The average daily 
production for Homer, Claiborne Parish, last 

week was approximately as follows: 


Barrels 

Standard Oil Company .......cccsssee. 5,485 
Gar menoind COMDARY ... 2.22.0. 000008 4,160 
Coens Oil Comemamy ......cccecsveses 2,745 
Louisiana Oil Refining Corporation..... 1,555 
eG Eee CORY on sc oc ssn wisiceeeee 1,300 
United Oklahoma Oil Company ........ 1,145 
Arkansas Natural Gas Company ....... 975 
ey ee CED ns ccccacecesscees 935 
White Oil Corporation ................ 635 
Semciais Oil Corporation ........0000s- 405 
ESS 885 
A a ee 20,225 
a ai wicaliien ne beagle 20,115 





HAYNESVILLE PRODUCTION 


Shreveport, La., Feb. 6.—The average daily: 


production for the Haynesville field in Clai- 
borne Parish for the past week was divided 
approximately as follows: 


Barrels 

NE | ee 19,840 
Gilliland Oil Company ................. 11,600 
Louisiana Oil Refining Corporation..... 4,810 
Roxana Petroleum Corporation......... 2,065 
sr eae An ene ecm 935 
SNE... . oka can ence bens uet 20,460 
es ae a a a ee 59,710 
RN i cas a cinid Gesietite 52,500 





CADDO PRODUCTION 
Shreveport, La., Feb. 6—The average daily 
production for Caddo Parish last week was 
approximately as follows: 


Barrels 

Gulf Refining Company ............... 2,970 
SIRE (tl COMOANY .... .00ss.vc0snsene 1,935 
re i COT ia vasa recedes scwes 1,695 
ee 690 
PON Pel GAIDOIND once ccc cvceccees 435 
Louisiana Oil Refining Corporation..... 355 
Caddo Central Oil & Refining Co........ 295 
SS eee 2,785 
I at I ee oa a hia tw wis wire sie eel 11,160 
I ee LG ra iis oiseus wie ie Se 11,200 





BULL BAYOU PRODUCTION 
Shreveport, La., Feb. 6.—The average daily 
production for the Bull Bayou field for last 
week was approximately as follows: 


Barrels 

Gulf Refining Company ............... 1,850 
8 1,115 
ea Oe 1,105 
Continental Asphalt Company .......... 725 
Seamans Oil Company ........cccccee 465 
Standard Oil Company ................ 200 
Sinclair Oil Corporation ............00% 160 
SUNN 55.7 icun ep kek bee neous 1,920 
EE Daa eh ec OSE eae san ben ewe weed 7,540 
ee a ee ET 7,415 





HOMER DRILLING REPORT 

Claiborne-La Oil Co.’s No. 3 McClung, 29-21-7, set 
6-in 2926 ft. 

Gilliland Oil Co.’s Nos. E-7 Shaw, E-12 Shaw and 
E-13 Shaw, 25-21-8, dks. Gulf Ref. Co.’s No. B-6 King, 
25-21-8, fsh. 

Orleans Ref. Co.’s No. 1 Fields, 22-19-15, sd. 

Standard Oil Co.’s No. 50 Shaw-Palmer, 30-21-7, sd 
3630 ft. 

Swails Oil Co.’s No. 1 Fortson, 24-21-7, sd 2740 ft. 

Trinity Oil Co.’s No. 1 Bullock, 2-20-7, dk. 
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North Louisiana Again Climbing; 
Haynesville Wells Increase Flow 


HREVEPORT, LA., Feb. 7.—With 
three of the four fields showing a sub- 
stantial gain in daily production, and 
Caddo only a nominal loss, the pro- 
duction of the North Louisiana district last 
week climbed to within two hundred barrels 
of the peak reached the third week in Janu- 
ary when the level was the highest it had been 
since Homer was at its peak. The most not- 
able gain was at Haynesville where the in- 
crease was 7200 barrels, from 52,500 to 59,710 
barrels, a new high record for that field. There 
were no completions in the older fields except 
Haynesville, but Homer showed a production 
gain of 110 barrels daily and Bull Bayou 125 
barrels, while Caddo recorded a loss of 40 bar- 
rels. 

Continued rains have made the roads in the 
fields almost impassable with consequent ham- 
pering of operations, making it necessary to 
suspend in some instances and slow down in 
others. Haynesville had 11 completion, all 
successful, averaging a little better than 1500 
barrels to the well, and adding 16,665 barrels 
of new oil. The Humble Oil & Refining Com- 
pany’s No. 2 Knox, in section 20-23-8, which 





was completed some time ago swabbing 309 
barrels, was drilled two fect deeper to 27§ 
feet and flowed 2500 barrels of clean oil. The 
Houston Oil Company’s No. 1 Knox was jn. 
creased from 200 barrels to 2000 barrels when 
drilled 11 feet deeper to 2800 feet. 

In the Bellevue district of Bossier Parish 
salt water in two and gas in one well showed 
the first set backs recorded in that district 
since the discovery of the shallow sand jn 
November. The list of drilling wells in this 
district is growing daily and preparations are 
being made for tests lower down. No arrange- 
ments have been made for disposing of the oil 
and the wells are shut in. 

Salt water was found in wells drilled by 
Keen & Woolf, at 510 fect, and the Frost Oil 
Company at 454 feet, both wells being in sec- 
tion 10-19-15. These wells are approximately 
three-quarters of a mile north of the Roy dis- 
covery well. It is intimated that they will be 
drilled deeper. R. O. Roy & Company’s No, 
9 Railroad Lands, in 15-19-11, came in blowing 
2,000,000 cubic feet of gas from 374 feet, but 
observers believe that it will eventually change 
to an oil well. 





BOSSIER PARISH COMPLETIONS 


Chandler et al’s No. 1 Bliss & Weatherbe, 
10-19-11, 600 bbls, 350 ft. 

Louisiana Oil Ref. Corp.’s No. 1 Bodcaw 
Fee, 15-19-11, 25 bbls, 350 ft; No. 3 Bodcaw 
Fee, 1000 bbls, 323 ft. 

R. O. Roy & Co.’s No. 2 Scandlin, 15-19-11, 
2500 bbls, 405 ft; 9 Railroad Lands, blowing 
2,000,000 cu ft gas, 374 ft. 

Standard Oil Co.’s No. 1 Wyche, 
400 bbls, 280 ft. 


14-19-11, 


BOSSIER PARISH DRILLING REPORT 


Atlantic Oil Prod. Co.’s No. 1 Bollinger, 21-22-13, dr 
2460 ft. 

Chandler et al’s No. 1 Mobley, 28-20-11, sd. 
et al’s No. 1 Pease, 25-19-12, rigging up. 

Frost Oil Co.’s No. 1 Robinson, 10-19-11, tested sw, 
454 ft. 

Humble Oil & Ref. Co.’s No. 1 Bliss-Weatherbe, 10-19- 
11, dr 75 ft. 

Keen & Woolt’s No. 
510 ft. 

Langhorne et al’s Nos. 1 W. L. Morgan, 34-18-12, set 
8-in 1100 ft; 2 W. L. Morgan, set 8-in 360 ft. Love 
Brothers et al’s No. 1 Broom, 5-21-13, dr 1660 ft. Lou- 
isiana Oil Ref. Corp.’s Nos. 2 Bodcaw Fee, 15-19-11, 
len; 4 Bodcaw Fee, rigging up. 

McClanahan et al’s No. 1 Thigpen & Harold, 15-20-13, 
dr 2140 ft. 

National Oil Co.’s Nos. 3 Elston, 10-19-11, dr 110 ft; 
4 Elston, rigging up. 

Parafine Oil Co.’s No. 1 Smith, 8-19-11, dk. 
grew et al’s No. 1 Dement, 24-19-12, dk. 

R. O. Roy & Co.’s Nos. 2 Caplis, 25-16-12, to pump, 
1540 4t; 3 Caplis, dk; 4 Caplis, dk; 1 Railroad Lands, 
11-19-11, sd; 3 Scandlin, dk. 

Sandiford et al’s No. 1 Miller, 19-19-11, len. Standard 
Oil Co.s’ Nos. 5 McDade, 12-16-12, rigging up; 1 Bell, 
16-19-12, len; 1 La Fee, 11-19-11, dk; 1 McKinney, 
14-19-11, dk; 1 Smith, 24-19-11, rigging up; 2 Wyche, 
14-19-11, rigging up. The Texas Co.’s No. 4 Caplis, 
24-16-12, dk. Transcontinental Oil Co.’s No. 2 Bliss- 
Weatherbe, 3-19-11, set 6-in 760 ft. 


Corbett 


1 Parsons, 10-19-11, tested sw 


Petti- 





CADDO DRILLING REPORT 


Ackerman Oil Co.’s No. 6 Caddo LB,, 8-20-15, dk. 
Adamson Oil Co.’s No. 6 Muslow, 4-20-15, dk. Ala 
Pet. Co.’s No. 1 Barlow, 5-21-15, r, 2780 ft. Amerada 
Pet. Co.’s No. 1 Jolly, 27-22-15, dr 2030 ft. Arkansas 
Nat. Gas Co.’s No. 193 Ardis & Lay, 1-21-15, rigging up; 
197 Gayle, 25-16-12, dk. 


Bailey et al’s No. 1 Bailey, 20-22-15, to pump, 1026 
ft. Baird et al’s No, 1 Baird, 22-20-15, to pump 2212 ft. 
Berry et al’s No. 1 Glassell, 10-20-15, dk. 

Caddo Central Oil Co.’s No. 6 Noel, 25-21-15, wo, dr 
2330 ft. 

Dixie Oil Co.’s Nos. 4 Hobbs, 21-21-15, 
Files & Mabry, 14-21-15, dr 1020 ft; B-1 Noel, 24-21- 
15, sd; 8 Robertshaw, 14-21-15, dr 2440 ft; 24 Robert- 
shaw, dr 1860 ft; 40 Robertshaw, dk. Doan Oil Co.'s 
No. 4 La Co. 4-20-15, dr 2580 ft. 

Emerald Oil Co.’s No. 2 Gamm, 26-21-15, dk. Em 
pire Realty Co.’s No. 2 Central, 36-21-16, dk. 


rigging; 1 


Flynn et al’s No. 1 Spearman, 18-23-15, sd. Fortuna 
Oil Co.’s Nos. 5 Robertshaw, 23-21-15, dr 2550 ft; 8 
Robertshaw, rigging up to deepen; 10 Robertshaw, dr 
2750 ft; 13 Robertshaw, dr 2595 ft. 

Gantt & Pierce’s No. 1 Barr, 30-22-15, to pump 1060 
ft. Gulf Ref. Co.’s Nos. 213 Ferry Lake, 20-2-16, tested 
dry, dd 2330 ft; 214 Ferry Lake, rigging up; 13 C. W. 
Lane, 13-21-15, dr 2040 ft; 1 Page et al, 18-17-15, dr 
3000 ft; 6 E. Tyson, 14-21-15, dr 2800 ft. 

Hall et al’s No. 1 Wells, 15-21-15, sd 1830 ft. 
Okla Oil Co.’s No. 6 Robertshaw, 11-21-15, 
up to deepen. Hudson Oil Co.’s No. 1 
21-15, dk. 

Hamp Ivan Trustee’s No. 1 Ramft, 33-22-15, sd 1050 
ft. Integrity Oil Co.’s No. 1 Haveland, 4-15-13, set 8-in 
1640 ft. 

Louisiana Cons. 


Homa 
rigging 
Jefferson, 26- 


O. & R. Co.’s Nos. 16 Peak, 22: 
22-15, dk; 17 Peak, rigging up. La-Mutual Oil Co.’s 
No. 5 Heilperin, 26-21-15, dk. Mid-Caddo Oil Co.'s 
No. 2 Boyter, 11-31-16, bailing, 2330 ft. Muslow Oil 
Co.’s No. 2 Muslow, 9-20-15, sd 2205 ft. 

Old Settlers Oil Co.’s No. 1 Lynn 4 acres, 13-21-15, 
dr 2670 ft; 12 Lynn, 12-2-15, sd 1660 ft; 13 Lynn, dr 
1360 ft. 

Sakaba Oil So.’s Nos. 4 and 5 Liebman, 32-21-15, dks. 
Service Oil Co.’s Nos. 1 Big Four, 4-20-15, to pump, 


2181 ft; 2 Big Four, dk. Simms Oil Co.’s No, 2 
Freedman-Dowe, 25-21-15, rigging up to deepen. South- 
er et al’s No. 1 McLendon, 18-21-15, dk. Stand- 


ard Oil Co.’s No. 167 Stiles, 27-21-16, set 6-in 2300 
ft. W. G. Strange Oil & Ref. Co.’s No. 15 M. A. 
Dickson, 27-20-15, dr 2168 ft; 9 Youree, 26-20-15, to 
pump, 2305 ft. Sun Co.’s Nos. B-115 Bradford, 25- 
21-15, rigging up to deepen; 132 Spell, 29-21-15, dk. 

The Texas Co.’s Nos. 29 Caddo M. L. Co., 23-21- 
15, sd; 32 Caddo M. L. Co., standardizing 2630 ft; 
J. F. Herndon, 14-21-15, cemented back to 2950 ft 
from 2990 ft to shut off water, shows for small pumpet; 
6 J. F. Herndon, dr 2590 ft; B-7 Noel, dr 2580 ft; B-10 
Noel, dr 2550 ft. 

Wenzel et al’s No. 2 Wenzel, 4-21-16, sd, 2500 ft. 
Woodbine Oil Co.’s Nos. 2 Glassell, 25-20-15, to pump 
2300 ft; 2 Herold, set 8-in 640 ft; 2 North 21-20-14, 
set 8-in 840 ft; 1 Caldwell, 24-21-15, rigging up; ! 
Robertshaw, dr plug 2465 ft; 3 Robertshaw, fsh 2530 
ft; 15 Robertshaw, sd. Woodley et al’s No. 3 Noel, 
25-21-15, rigging up. 
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A Resolution in effect since 1878 


——f y) ) . 


RESOLVED: “That the 
superintendent shall be 
held responsible for the 

production of goods as 
near perfect in design, 
material and workman- 
ship as shall make them 
merchantable, and of a 
character that will serve 
to establish for this com- 
pany a high reputation.”’ 





















At one of the first meetings of the Board of 
Directors, after the founding of the Pratt & 
Cady Company in 1878, the above resolution 
was passed. The spirit of this resolution has 
guided the manufacture and policy of the com- 
pany through the more than forty years that 
have passed since its adoption. 


PRATT&sCADY 
VALVE g& MUST STAND 


THE TEST 
The test of every valve that leaves our fac- 


tory is our final check that we have acomplish- 
ed our aim in its manufacture, that is, sent to 
our customers a valve that will do the work 
for which it is designed through an unusually 
long term of years. 





Reading Steel Casting Co., Inc. 


Pratt & Cady Division 


Bridgeport, Conn. 


Boston Detroit Philadelphia : . 
Charlotte Hartford Pittsburgh we y/ 
P Chicago Houston Reading \a/ 
i Cleveland New York San Francisco \/ 
St. Paul 














Testing P. & C. bronze gate 
and check valves. Gate valves 
are tested from both ends to be 
certain of a tight seat on each 
side of the disc. Test pressure 

350 pounds. Steam work- 


ry ing pressure 150 pounds. 
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Swat the 
four-flusher 


E READ ADVERTISEMENTS rather con- 

sistently, not because the periodicals recom- 
mend it nor yet because they were doubtless written 
to be read, but because they interest us. 


If you read advertisements with an open mind 
and not too seriously, you’ll get more smiles than 
you'll find in the Sunday supplement. 


Lots of advertisements seem rather poorly done, 
but if you have a lenient spirit you can realize that 
they may at least serve as guide posts for some One 
who is already sold on a proposition. 


There is only one type of advertisement that really 
disgusts us, and that is the exaggerated kind. 


Ask yourself if it wouldn’t be aggravating for some 
average cuss to be forever thrusting himself on 
your attention, slapping himself on his very ordinary 
chest and uttering words something like this: 


“I’m the biggest, strongest, manliest, most hand- 
some man in the world. Behold me!” 


Probably you’d just grin at first, if you paid any 
attention at all; but after a while it would grow 
disgusting. 


And so, as we started out to say in the beginning, 
we try to talk sensibly with you through our ad- 
vertising. For instance, we don’t stand up and yell 
like a child with a guilty conscience, that-we have 
the best bit under the shining sun—or the cloudy 
skies, which would seem to be more appropriate in 
Louisiana. 


We simply tell you that PELCO Bits are good 
bits. That doesn’t prove the case to you, so we 
GUARANTEE them to be good bits; better, in fact, 
than the bits you have been using. If you buy 
PELCO Bits and your experience doesn’t coincide 
with our statements, you still haven’t lost anything 
because we won’t have your money. 


Bother the flies—swat the four-flusher! 








Good people to do business with. 








Pelican Well Tool & Supply Co. 


General Offices: Shreveport, La. 







M. cee Reg. 
Ind.  (D ELC()) vu. s. Pat. 
Rgtrda. gt tte. Office 
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HAYNESVILLE COMPLETIONS 


Amerada Petroleum Co.’s Nos. 2 Hudson, 17- 
23-8, 5000 bbls, 2786 ft; 3 Hudson, 2075 bbls 
2780 ft. 

Gilliland Oil Co.’s No. C-9 R. L. Bond, 21- 
23-8, 730 bbls, 2750 ft. 

Gulf Refining Co.’s No.1 8 
1500 bbls, 2840 ft. 

Hunt & Smith’s No. 1 Garrett, 24-23-8, 300 
bbls 2360 ft. 

ue Oil & Gas Co.’s No. 2 Hudson, 17- 

23-8. 5000 bbls 2770 ft. 


Taylor, 14-23-8, 


Dito Oil Co.’s Nos. 1 H. P. Camp, 24-23-8, 
175 bbls, 2840 ft; 3 S. T. Hunt, 16-23-8, 575 
bb's, 2810 ft; 11 Anna Taylor, 14-23-8, 500 bbls 


2830 ft. 
Scott et al’s No. 
_ bbls, 2775 ft. 
Standard Oil Co.’s No. A-3 Barker, 21-23-8, 
310 bbls, 2760 ft. 


2 C. Taylor, 16-23-8, 500 


HAYNESVILLE DRILLING REPORT 

Amerada Pet. Co.5s Nos. 4 Hudson, 17-23-8, dr 2665 
ft; 1 White, 20-23-8, dr 120 ft; 2 White, dr 75 ft. Ar- 
kansas Nat. Gas Co.’s No. 229 Knox, 17-23-8, waiting 
on cable tools, 2680 ft. Alto Oil & Gas Co.’s No. 2 
Owens, 30-23-8, sd. Ahfeldt et al’s Nos. 2 Haynesville 
Lbr. Co., 24-23-8, set 6-in 2715 ft; 1 Ware, waiting for 
cement to set. 


Belchie & Laskie’s No. 3 Orr, 27-23-8, dr 1420 ft. 
Clark & Greer’s No. 1 Parker, 28-23-8, sd. 
Federal Oil Co.’s No. 1 Stovall, 31-23-8, dr 2610 it. 


Federal Pet. Co.’s Nos. 1 Baucum, 17-23-8, set 6-in 2680 
ft; 2 Baucum, rigging up. Fortuna Oil Co.’s No. 1 
Baley, 32-23-8, dr 2410 ft. 

Gilliland Oil Co.’s Nos. 1 R. J. Bond, 15-23-8, rig- 
ging up; 2 R. J. Bond, dk; 3 R. J. Bond, dk; 4 R. J. 
Bond, Ien; A-3 R. L. Bond, 16-23-8, set 6-in 2700 ft; 
B-5 R. L. Bond, 21-23-8, set 6-in 2700 ft: B-7 R. L. 
Bond, rigging up; C-8 R. L. Bond, dr 2200 ft; 3 De- 
Loach, 22-23-8, set 6-in 2700 ft; 4 DeLoach, dr 1410 ft; 5 
DeLoach, dr 2715 ft; 6 DeLoach, dr 2000 ft; 7 De- 
Loach, dr 269 5ft; 8 DeLoach, dr 2640 ft; 1 Garrett, 24- 
23-8, to pump, 2850 ft; 1 Goodwin, 15-23-8, dr 675 ft; 2 
Goodwin, dk; 3 Goodwin, len; 2 Sherman, 23-23-8, dk; 
3 Sherman, dr 2290 ft; 4 Sherman, Icn; 5 and 7 Sher- 
man, dks; A-3 G. W. Taylor, 14-23-8, set 6-in 2710 ft; 
A-4 G. W. Taylor, dr 2710 ft; B-5 G. W. Taylor, dr 
2315 ft; B-6 G. W. Taylor, dr 2560 ft; B-7 G. W. 
Taylor, sidetracking 2065 ft; B-8 G. W. Taylor, dr 
1350 ft. Green Oil Co.’s No. 1 C. H. Taylor, 7-23-8, 
tested sw, sd, 2800 ft. Gulf Ref. Co.’s Nos. 1 Alford, 
6-23-4, dr 2720 ft; 1 Bonna Baucum, 20-23-8, dk; 1 
Camp Pritchett, 24-23-8, set 6-in 2710 ft; 2 S. Taylor, 
14-23-8, dk. 


Harrell et al’s No. 1 Brinkley, 18-23-4, sd. Haw- 
thorne et al’s No. 1 Elmore, 33-23-8, sd. Haynesville 
Star Oil Co.’s No. 1 Crump, 9-23-7, dr 2400 ft. Hous- 
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ton Oil Co.’s Nos. 2 T. G. Knox, 20-23-8, set 6-in 
2690 ft; 3 T. G. Knox, dr 1510 ft; 2 White, dk; 3 
White, dr 310 ft. Humble Oil & Ref. Co.’s Nos. B-1 
Hearn, 28-23-8, testing 2760 ft; 1 W. R. Kennedy, 16- 
23-8, set 6-in 2700 ft; 2 W. R. Kennedy, set 6-in 2710 
ft; 3 Knox, 20-23-8, set cas 2690 ft. Hunt & Smith’s 
No. 2 Garrett, 24-23-8, dr 610 ft. 

Louisiana Oil Ref. Corp.’s Nos. 2 Beene, 15-23-8, dr 
1980 ft; 3 Beene, dr 1775 ft; 4 Beene, dr 1515 ft; 5 
Beene, set cas 2725 ft; 6 Beene, dr 2020 ft; 7 and 8 
Beene, Icns; 5 DeLoach, 22-23-8, dk; 6 DeLoach, len; 

2 DeLoach, dr 2540 ft; B-3 DeLoach, dr 2185 ft; B-4 
DeLoach, fsh 2010 ft; B-5 DeLoach, dr 150 ft; B-6 De- 
Loach, dr 140 ft; 1 Hulburn, 28-23-8, Icn; 2 Stone- 
cipher, 16-23-8, testing, 2760 ft; 2 Waller, 14-23-8, to 
test, 2800 ft; 3 Waller, lost 6-in seat, setting 4% cas, 
2200 ft; 4 Waller, dr 2640 ft; 5 Waller, dr 2750 ft; 6 
Waller, set cas 2710 ft; 7 Waller, dr 2750 ft; 8 Waller, 
set cas 2710 ft. Livert Oil & Gas Co.’s Nos. 3 Hud- 
son, 17-23-8, dk; 1 J. L. Hunt, 7-23-8, dr 50 ft. 

McCullough Trustee’s No. 1 Parker, 29-23-8, sd. Mis- 
sion Oil Co.’s No. 1 Birdsong, 28-23-8, tested dry, sd 
2900 ft. Moore Oil Co.’s No. 1 Baucum, 35-23-8, sd. 

National Oil & Ref. Co.’s No. 1 White, 20-23-8, dr 
610 ft; 2 White, dr 1350 ft; 3 White, dr 1780 ft. 

Ohio Oil Co.’s Nos. 1 Beene, 22-23-8, len; 2 and 3 
Re-ne, dks; 4 Beene, dk on Icn; 3 R. P. Bond, 21- 
23-8, to pump, 2790 ft; 4 R. P. Bond, dk; 5 R. P. 
Bond, dr 2630 ft; 6 R. P. Bond, dk; 7 R. P. Bond, dr 
2760 ft; 8 R. P. Bond, dr 2315 ft; 9 R. P. Bond, dr 
2080 ft; 10, 11, 12, 13, 14, 15 and 16 R. P. Bond, 
Icns: 17 Bond, dk; 1 and 2 J. L. Bond, 22-23-8, dks; 
1 W. F. Bond, 21-23-8, fsh 1940 ft; 2 W. F. Bond, 
hailing 2700 ft: 3 W. F. Bond, Ien; 4 and 5 W. F. 
Bond, dks; 3 Camp, 15-23-8, dk; 2 H. P. Camp, 24-23-8, 
len; 1 D. Dawson, 14-23-8, dk; 2 J. L. Garrett, 23-23-8, 
dk: 3 J. L. Garrett, dk; 4 J. L. Garrett, dr 1285 ft; 
5 J. L. Garrett, set 6-in 2700 ft; 6 J. L. Garrett, set 
6-in 2740 ft: 1 Goodwin, 16-23-8, len; 3 J. H. Hearn, 
°2.23-8, fsh 2720 ft: 4 Hearn, dr 2425 ft; 5 Hearn, fsh 
1900 ft: 6 Hearn, rigging up; 2 G. A. Hilburn, dr 2090 
ft: 3 Hilburn, Ien: 4 and 5 S. T. Hunt, 16-23-8, dks; 
17. P Towe, 17-23-8, dk; 1 J. L. Lowe. set 6-in 2720 
ft: 3 Milner, 22-23-8, dk: 5 Milner, dr plug 2680 ft; 6 
Milner, dr 2425 ft; 1 S. R. Parker, dr 2175 ft: 2 
Parker. set 6-in 2700 ft; 3 Parker, fsh 990 ft; 4 Parker, 
er 1670 ft: 5 Parker. dr 2520 ft; 6 and 7 Parker, 
dks: 8, 9. 10 and 11 Parker, Icns; 12, 13 and 14 Anna 
Taylor, 14-23-8, lens; 1 Anna Taylor, 15-23-8, dr 3000 
ft: 2 Anna Taylor, sd 2780 ft; 1 G. W. Taylor, len: 
2 G. W. Taylor, dr 2635 ft; 3 G. W. Tavlor. dr 2255 
ft; 4 G. W. Taylor, dk; 5 and 6 G. W. Taylor. Icns: 
7 G. W. Taylor, dr 2130 ft; 8 G. W. Taylor, dr 2040 
ft; 9 G. W. Taylor, rigging up; 10 G. W. Tavlor, Icn: 
2 Silas Taylor, 14-23-8, to pump 2830 ft; 3 Silas Tay- 
lor, dk; 1 Seegers, 9-23-8, len; 2 Shady Grove Church, 
27-23-8, dr 2620 ft; 1 Sanders, 16-23-8, dk; 2 Sherman, 
15-23-8. fsh 2780 ft; 3 and 4 Sherman, rigging up: 1 
S. C. Waller, 14-23-8, set 6-in 2700 ft; 2 S. C. Waller, 
?-23-8. dr 1500 ft: 1 J. T. Waller, 23-23-8, set 6-in 

2 J. T. Waller, dr 2335 ft; 2 and 3 J. T. 





Ask us about our 





STEEL 


ROOF 





TRUSS SUPPORTED 
Instead of the old style mass of columns, rafters and purlins 














Dallas, Texas 


We save steel—save weight—save 
labor—save cost. Appeals to you? It 
should. It has some of the largest 
companies. If we cannot convince you 
our design is absolutely correct, it’s 
our fault. This type construction on 
all sizes over 25,000 barrels. 


SALES OFFICES 
Tulsa, Oklahoma 


UNITED IRON WORKS, Inc. “cansas crrv.no. 
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SOUTHERN LOUISIANA PRODUCTION 


Lake Charles, La., Feb. 6.—The average daily 
daily production of the South Louisiana fields 
for the past week was divided about as fol- 
lows, the past and previous week’s averages 
being given: 


Last Prey, 

Week Week 
ee eee mee rr 3,650 3,750 
ET ae Bren ane were ne 540 545 
Ds senkeuhtens chuesedese 260 260 
Rings She: 5. ckbs ws oeens eas 110 110 





EVANGELINE DRILLING REPORT 
C. O. & F. Co.’s No. 49, rigging up. 
Success Prod. Co.’s No. 1 Wilson, rigging up, 





ANSE LA BUTTE DRILLING REPORT 
Humble Oil & Ref. Co.’s No. 2 Bergerson, 
dr 2595 ft. 
Gulf Ref. Co.’s No. 3 Martin, dr 1720 ft. 





VINTON DRILLING REPORT 

Marrs McLean’s Nos. 4 Gray, dr 1650 ft; 5 
Gray, dr 2095 ft. 

Marrs McLeans Synd.’s No. 1 Gray, dr 2550 
ft. 

Texas Co.’s No. 15 Gray, dr 2395 ft. 

Vinton Pet. Co.’s Nos. 23 Gray, dr 2410 ft; 
2 Harmony, dr 2400 ft. 

Gulf Ref. Co.’s Nos. 25 Star Vincent, bailing 
2250 ft; 51 G. & N. G. wo, dr 2500 ft. 





Waller, 14-23-8, dks; 4 J. T. Waller, dr 2725 ft; 5 
J. T. Waller, dr 2700 ft; 6 and 7 J. T. Waller, dks; 8 
J. T. Waller, fsh 2120 ft; ¥ Anna Williamson, 14-23-8, 
dk; 4 Anna Williamson, 21-23-8, rigging up; 5 Anna 
Williamson, set 6-in 2710 ft; 6 Anna Williamson, dk; 7 
Anna Williamson, Icn; 8 Anna Williamson, dks. Oliver 
Oil Co.’s No. 1 Warren, 33-23-8, dk. Osage-Gulf’s No. 
1 Lewis, 28-23-8, dk. 

Palmer Trust Co.’s Nos. B-1 Goree, 27-23-8, moving 
over 2530 ft; 4 Orr, rigging up; 5 Orr, to pump, 2850 
ft; 4 Williamson, 28-23-8, washing 2830 ft; 1 White, 
20-23-8, dr 2000 ft. 

D. C. Richardson’s Nos. 1 Lewis, 28-23-8, rigged, sd; 
2 Lewis, dk. Roan et al’s No. 1 Lewis, 32-23-8, dk. 
Rogers et al’s No. 1 Bevil, 25-23-8, sd. Roxana Pet. 
Co.’s Nos. 4 Bond, 21-23-8, sd 2750 ft; 5 Bond, set 6-in 
2740 ft; 6 Bond, set 6-in 2680 ft; 7 Bond, dr 1960 ft; 
1 Williamson, 28-23-8, pumping sw 2800 ft; 5 William- 
son, sd 1770 ft; 6, 7 and 8 Williamson, Icns; 3 Lowe, 
16-23-8, rigging up; 4, 5, 6, 7 and 8 Lowe, Icns. Rus 
sell et al’s No. 1 Sneed, 24-23-8, dr 810 ft. 

Scott et al’s Nos, 3 Taylor, 16-23-8, set 6-in 2715 
ft; 4 Taylor, set 6-in 2710 ft. Standard Oil Co.’s Nos. 
4 Aiken, 27-23-8, dk; A-4 Barker, 21-23-8, to test 2750 
ft; B-2 Barker, 20-23-8, dr 2445 ft; B-3 Barker, set 
10-in 100 ft; B-4 Barker, dk; 1 Miller, 17-23-8, dr 2375 
ft. Steel & Sandlin’s No. 1 Wise, 15-23-6, set 8-in 
1640 ft. Smitherman & McDonald’s Nos. A-2 Goree, 
27-23-8, dk; 1 Hudson, 17-23-8, testing 2800 ft; 2 and 3 
Hudson, dks; 1 Sanders, dk. 

Tarver & Murphy’s No. 3 L, F. Aiken, 27-23-8, to 
pump, 2840 ft. 

Walker Cons Pet. Co.’s No. 1 McDonald, 
2230 ft. 
23-8, dk. 
2380 ft. 

Zeigin et al’s Nos. 2 Braselton, 27-23-2, len; 3 Will- 
iamson, 28-23-8, dr 2700 ft; 4 Williamson, set 6-in 2730 
ft; 5 Williamson, to pump 2770 ft. 


19-23-8, dr 
Western Oil Fields Corp.’s No. 2 Lewis, 28 
Wideman et al’s No. 1 Shaw, 18-23-8, df 





BULL BAYOU DRILLING REPORT 


DeSoto Parish 
Boone Oil Co.’s No. 1 Giauque, 5-11-11, sd. Butler- 
McMurray Drlg. Co.’s No. 1 Jenkins, 33-12-11, riggins 
up. 
Elam et al’s No. 1 Giauque, 9-11-11, dk. 
Garrison Coal & Oil Co.’s No. 1 Bland, 11-11-16, dk 
J. W. Hedenberg’s No. 1 Gullett, 11-11-14, dr 2580 ft. 
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The upset end is extra long, permitting 
repeated re-threading. This, in itself, is 
a visible advantage over such upset pipe 
as you have seen before. 


But you must go deeper than the sur- 
face to get at the real reason for the high 
value of Byers pipe. It is in the grain of 
the iron. You know oak has a fiber 
which makes it at one time tough and 
rigid. Byers Pipe has a similar fiber 


A.M. BYERSCOMPANY Established 1864 PITTSBURGH, PA. 


Byers Upset Rotary Drill Pipe 
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which gives it the toughness of a wire 
cable, combined with a physical strength 
far beyond all ordinary drilling stresses. 


Hammer a short piece of Byers pipe 
flat until it fractures, and you can see 
this fiber with the naked eye. It explains 
why Byers pipe is able to stand the in- 
cessant twisting, pounding, shock and 
“grief” of the rotary drilling like no other 
pipe. 


Agent: A. S. Vandervoort, Jr, 1614 Carter Bidg., Houston, Texas 


BYERS PIPE 


GENUINE WROUGHT IRON 
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Two Wells at Pierce Junction 


Below 4400 Feet and No Salt 


OUSTON, TEXAS, Feb. 7.—The daily 
average production of the Texas Gulf 
Coast fields for the week ending Feb- 


: Si 
ves 
—i_- <a 


eN 
A SS 





crease of nearly 8000 barrels over the: previous 


week. The increase came mostly from West | 


Columbia, Pierce Junction and: Orange. At 
Pierce Junction two wells have reached a 
depth below 4400 feet without finding salt or 
without finding oil sands worth developing. 
Air is being used at Pierce Junction to increase 
the flow of the wells. 

At Pierce Junction, the Gulf Production 
Company’s No. 8 Taylor was completed for 
1500 barrels at 3850 feet and Snowden. & Mc- 
Sweeney’s No. 5 Cain was completed for an 
initial production of 2500 barrels at 3950 feet. 
The. Pierce Junction Oil Company went back 
into No. 1 Howe, which sanded up, and pulled 
screen’ and early in the week reset screen at 
3970 feet and will bail. The R. E. Brooks- 
Link et al test No. 1 Dooley early in the week 


was drilling below 4400 feet and the drill will - 


be kept going until production is found and 
salt located. So far no salt has been found 





Kansas & Gulf’s Nos. 8 Harp, 35-12-11, dk; 10 Harp, 
36-12-11, dk. 

Lanier & Thomas’ No. 1 Lanier, 5-11-11, dr 1310 
ft. Le Fluer Oil ‘Co.’s No. 1 Giauque, 8-11-11, dk. 

Pilgrim Oil Co.’s No. 2 Ramsey, 34-13-16, fsh 3540 
ft. 

Simms: Oil Co.’s No. 2 Boone-Giauque, 8-11-11, dr 
3240 ft. 

U. S. Drig. Corp.’s No. 2 Lizzie Kemp, 26-12-11, sd. 


Red River Parish 

Central Coast Oil Co.’s Nos. 4 and 5 Nelson, 6-12-10, 
dks. Conley Oil Co.’s No. 1 Wilson, 23-13-11, sd. 

Dominion Oil Co.’s No. 4 Nelson, 5-12-10, sd 

Fortuna Oil Co.’s Nos. 8 Pugh-Polly, 18-12-10, dr 
2945 ft; 6 Pugh, 12-12-10, Icn; 7 Pugh, 7-12-10, dk; 
55 and 56 Pugh, Icns. 

Gulf Ref. Co.’s No. 18 Christopher, 16-13-10, tested 
dry 2610 ft, dd. 

Loggy Bayou Oil Co.’s No. 1 Welsh, 7-14-10, sd. 

Texas-Ranger Oil Co.’s Nos. 2 and 5 Robinson, 32- 
13-10, dks. 


ruary 4 was 108,600. barrels, an in-, 


and no pay had been found that would justify 
developing. The Gulf Production Company’s 


« No.3, Catn is also drilling below 4460 feet with 


the expectation of giving the deep levels a 
thorough test. 

At West Columbia, The Texas Company’s 
No, 6 Abrams, late last week was completed 
for 6200 barrels at 2950 feet and early this week 
increased to, 7800 barrels. For the week end- 
ing with last Saturday night The Texas Com- 
pany had a daily average production at West 
Columbia of 28,840 barrels while the daily av- 
erage of the field was 42,179 barrels. The 
Humble Oil & Refining Company’s No. 13 
Japhet was completed for 2500 barrels at 2800 
feet. The Monarch Oil & Refining Company 
has made location for No. 1 Williams near’the 
Humble’s Melgard: producer and is building 
derrick. The Crown Oil & Refining Com- 
pany’s No. 2:Hogg is milling at 2600 feet after 
drilling into rock salt at 4246 feet, and a higher 
sand will be tested. 

At Hull, the Republic Production Company’s 
No. 52 Dolbear is flowing 600 barrels by heads 
at 2570 feet, while the Liberty County Oil 
Co.’s No. 2 Palmer has been abandoned at 
3622 feet. A special Decker blowout preventer 
for the Monarch Oil & Refinnig Company’s 
No. 2 Harrison is being built by the Howard 
Smith’ Company. but it is not expected that 
the preventer‘will be ready for use before next 
week. The Houston Production Company has 
also ordered from Howard Smith Company a 
special blowout preventer to be used on one 
of its wells. These special blowout preventers 
will withstand a pressure of 8000 pounds to 
the square inch, and are larger and stronger 
than any heretofore used in the Gulf Coast. 

At Goose Creek, the Hisgans Petroleum 
Company’s No. 1 Bruce, Jr., set one joint of 
screen at 3452 feet and after the wash pipe 
was pulled it began flowing around 75 barrels 
a day. The hole had been standing full of oil 
while the wash pipe was being pulled. A 
string of tubing may be run to increase the 
flow. This well is on north side and extends 
the producing area. 








Has eight points of 
positive, uniform 
contact, where other 
slips have two or 
three. 

Can’t fall into the 
hole. 

Releases instantly, 
and never sticks in 
the spider. 

Is easy to handle. 














W-K-M Special Rotary Slip 


One Hundred Per Cent Perfect 





WRITE US FOR FULL INFORMATION 


W-K-M COMPANY 


308 BEATTY BUILDING Houston, Tex. 


Never needs to be 
hammered. 

Won’t let the pipe 
drop down accident- 
ally. 

Automatically ad- 
justs itself to any ir- 
regular pipe. 

Every user is satis- 
fied and recommends 
it. 
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At Blue Ridge, the Oil Production Com. 
pany’s No. 1 Bashara Lee, the operation of 
which has been taken over by the Kirby Pe. 
troleum Company after buying an interest, js 
now flowing 2000 barrels through %-inch 
choker.. The flow had been coming through a 
¥%-inch choker, making around 1000 barrels, 
and the per cent of water was not increased 
when the choker was enlarged. The flow lines 
are being run some 800 feet from the well, and 
during the week it is expected that the well 
will be opened to capacity to see what it will 
flow wide open. 


WEST COLUMBIA PRODUCTION 

Houston, Texas, Feb. 6.—The average daily 
production for the West Columbia field dur- 
ing the past week was divided approximately 
as follows: 





Barrels 

mnie OAS COMNODT ois. . ose s a peep aes 28,840 
Humble Oil & Refining Company ..... 9,500 
Gulf Production Company ............ 2,175 
George tsivue et al oii. ..0. 2s wscwes 600 
United Drilling & Development Co. .... 425 
Crown Oil & Refining Company ..... 250 
ee nh SCAR 5. 55nd 0's Sv'vie on ch oe 150 
BEQOATGN-ORTIDDIENG® {. 0 2.5 os es cones s onl 100 
OSS SSS eee ee a 130 
BOHAL 25 Ficlets he eR EaS ys ce ee ONS SoS es 42,170 
See WIA aS ck co iv Thao ha eek 39,360 


WEST COLUMBIA COMPLETIONS 

Humble Oil & Ref. Co.’s No. 13 Japhet, 2500 
bbls, 2800 ft. 

Texas Co.’s No. 6 Abrams, 6200 bbls, 2950 
ft, increased to 7800 bbls Monday morning. 





WEST COLUMBIA DRILLING REPORT 

Humble Oil & Ref. Co.’s Nos. 29 Japhet, sd 
3490 ft; 32 Japhet, dr 3350 ft; 2 Bullock Nash, 
dr 3200 ft; 9 Pipkin Lee, dr 2300 ft; 1 Badge, 
dr 750 ft; 2 Williamson, setting up; 1 Wilson, 
setting up. 

United Dr. & Dev. Co.’s No. 3 Hogg, sd 3200 
ft. 

Crown Oil & Ref. Co.’s No. 2 Hogg, milling 
2600 ft, to test Hughes sand. 

Texas Co.’s Nos. 48 Hogg, dr 3095 ft; 69 
Hogg, dr 2290 ft; 70 Hogg, dr 2200 ft; 71 
Hogg, dr 2510 ft; 72 Hogg, dr 2285 ft; 73 Hogg, 
dr 1400 ft; 74 Hogg, dr 500 ft; 75 Hogg, dk; 76 
Hogg, dk; 7 Abrams, rigging up. 

Gulf Prod. Co.’s Nos. 5 H. Masterson, dr 
2800 ft; 5 McMeans, dr 3550 ft; 1 Tom Hogg 
“A” dr 3650 ft. 

Monarch Oil & Ref. Co.’s No. 1 Williams, 
bldg dk. 


SOMERSET COMPLETIONS 
Grayburg Oil Co.’s No. 2 L. F. Heickman, 5 
bbls. 
Witherspoon Oil Co.’s No. 7 Ila Carruthers, 
5 bbls. 


SOMERSET DRILLING REPORT 


Arkmo Oil Co.’s No. 7 N. G. Rambie, dk. 


Cloverleaf Oil Co.’s Nos. 3 N. G. Rambie, dk; 4, Icn. 


Duffy, Delavan & Perrenot’s Nos. 6 Edwards, ce- 
mented; 7, spudding in; 8, dk. 

Grayburg Oil Co.’s Nos. 4 Muennink, rigging up; 2 
L. F. Heickman, on pump; 4 Ernst, dr 1400 ft; 7 Shaw, 
dk. Glasscock Leasing Synd.’s Nos. 10 Klemcke, sd; 11 
len; 1 Dillon, dr 300 ft. Gulf State Oil Co.’s No. 6 
Winans, dr 500 ft. 

Helvetia Copper Co.’s No. 1 Easterly, sd. 

Jackson Co.’s Nos. 3 Seffell, sd; 1 Klemcke, dk. 

Lain Oil Co.’s No. 10 Kurz, dr. Leonard Oil Co.’s No. 
4 Kurz, Icn. , 

Medina Oil & Gas Ass’n’s No. 4 Barker, Icn. McClure 
et al’s No. 6 Carruthers, dk. Marathon Oil Co.’s No. 10 
Smith, Icn. 

New England & Texas Oil & Ref. Co.’s No. 2 Sarah 
Smith, dk. 

Somerset Mission Oil Co.’s No. 5 W. R. Carruthers, 
len. Southex Dev. Co.’s No. 1 Winans, Icn. 

Texas-Buffalo Oil Co.’s No. 11 Harrison, dk. 

Witherspoon Oil Co.’s Nos. 7 Ila Carruthers, on pump; 
8, spudded in. 


Yturri Field 


Reynolds et al No. 13 Yturri, Icn. 
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HULL PRODUCTION 


Houston, Texas, Feb. 6.—The average daily 
production in the Hull field during the past 
week was distributed approximately as _fol- 
lows: 

Barrels 
Republic Productibn Company 
Gulf Production Company ............ K 


Humble Oil & Refining Company ...... 1,300 
Houston Production Company ......... 1,200 
Monarch Oil & Refining Company ..... 1,000 
Higgins Oil & Fuel Company .......... 650 
Empire Gas & Fuel Company .......... 550 
The Texas Company (Royalty) ........ 390 
Crown Oil & Refining Company ....... 2 
EI ee, hs a Sis che eS /9 ese: de <-98:8 110 

BPS: 2: SERUM ager pomer ree preney ey a 15,120 
MRS os CEB clog yaw 4 8 tS oiaibisie 2 9 %s 15,750 


HULL COMPLETIONS 


Republic Prod. Co.’s No. 52 Dolbear, flowing 
by heads 600 bbls, 2570 ft. 

‘Liberty County Oil Co.’s No. 2 Palmer, abn, 
3622 ft. ; 


HULL DRILLING REPORT 


Humble Oil & Ref. Co.’s Nos. 5 Guedry, set 
6-in 3130 ft; 3 Guedry, dr 1900 ft. 

Houston Prod. Co.’s Nos. 4 Barngrover, dr 
3150 ft: 4 Canter. set 4-in screen 2100 ft. 

Republic Prod. Co.’s No. 42 Dolbear, dr 
3570 ft. 

Emnire Oil & Gas Co.’s No. 3 Barngrover, 
sw 2900 ft, dr 3080 ft. 

Monarch Oil & Ref. Co.’s No. 2 Harrison, 
renlacing fittings after blowout. 

Higgins Oil & Fuel Co.’s No. 4 Barrow, set 
screen 3560 ft. 

Gulf Prod. Co.’s No. 7 Searborough, dr 1100 
ft: 9 Phoenix. set screen 2400 ft, and 3 Morris 
Phillips, dr 2600 ft. 


ORANGE PRODUCTION 


Houston, Texas, Feb. 6.—Production in the 
Orange field the past week was as follows: 


Barrels 
Gulf Production Companv ...........-. 4,900 
Humble Oil & Refining Company ..... 1,100 
mtlantic Oil Company. .. cc ences ciecwn's 500 


Edgerly Petroleum Company .......... 475 





menclarr Company, ,..00.° + p0i00s) 0.50.08 4208 350 
Oranee Petroleum Company .......... 325 
mm Company. 6 2.46. hehe di ncddiv.a 220 
Gulf Coast Oil Corporation ..........-- 150 
Brownie-Babbette Oil Company ....... 125 
Ng RES ita Seca Tea Gy Suh ale ace 8,145 
I ao a mea 6,155 


ORANGE DRILLING REPORT 


Gulf Pro. Co.’s Nos. 3 Chesson, rigging up: 
1 Chesson “A,” dr 2950 ft; 2 Chesson “A,” 
dr 3100 ft: 3 Chesson “A,” dr 2320 ft; 1 Ches- 
son, wo, dr 3900 ft; 1 Lee Hager, dr 840 ft; 2 
Lee Hager. dr 2450 ft; 3 Hager & Moore, dr 
3240 ft: 4 Hager & Moore, dr 2600 ft; 5 Ha- 
ger & Moore, rigging up; 1 Briggs & Moore, 
set screen 3800 ft, bailing; 2 Briggs & Moore, 
bailing 4000 ft; 3 Briggs & Moore, dk; 4 
Briegs & Moore, Icn: 5 Briggs & Moore, Icn; 
2 Winfree, dr 3500 ft; 1 Kishi Lang “B,” dr 
3450 ft; 2 Kishi Lang “B,” dr 3385 ft; 3 Kishi 
Lang “B,” dr 3360 ft; 4 Kishi Lang. “B,” 
Setting packer 4200 ft; 5 Kishi Lang “B,” dr 
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2250 ft; 6 Kishi Lang “B,” lcn; 2 Winfree fee 
“A,” dr 4250 ft; 3 Winfree fee “A,” dr 3950 
ft; 4 Winfree fee “A,” dr 4200 ft; 5 Winfree 
fee “A;” dr 1300 ft. — 

Humble Oil & Ref. Co.’s Nos. 1 Tasco, test- 
ing on beam 3450 ft; 3 Winfree, sidetracking 
2710 ft; 4 Winfree, going on air 3380 ft; 5 
Winfree, dr 3900 ft; 6 Winfree, dr 3400 ft; 
7 Winfree, dk; 6 Chesson, dr 2800 ft; 7 Ches- 
son, dr 2950 ft; 8 Chesson, setting up; 9 Ches- 
son, dr 1300 ft; 10 Chesson, dr 2100 ft; 11 
Chesson, setting up; 12 Chesson, dr 2300 ft; 1 
Aaronson, sd 3610 ft; 1 Myers, dr 3750 ft; 2 
and 4 Myers, dks; 5 Myers, dr 1900 ft; 2 Kishi 
5 acres, dr 4000 ft; 3 Kishi 5 acres, Icn. 

Orange Pet. Co.’s Nos. 3 Chesson, dr 3150 
ft; 6 Winfree, rigging up; 5 Winfree, side- 
tracking 2650 ft. 

Edgerly Pet. Co.’s Nos. 3 Carbello, bailing 
3325 ft; 4 Carbello, dr 3650 ft. 

Brownie Babbette Oil Co.’s Nos. 1 Smith 
& Foreman, dr 3945 ft; 1 McLean, milling 
2600 ft; 3 McLean, milling 3075 ft; 4 McLean, 
dr 3010 ft; 5 McLean, dr 2850 ft; 6, 7 and 8 
McLean, dks; 3 Pevito, dr 3270 ft. 

Amerada Pet. Co.’s Nos. 1 Kishi Lang, rig- 
ging up; 2 Kishi Lang, dr 3900 ft; 3 Kishi 
Lang, dk; 1 Granger, pulling liner to deepen. 

Sandy Creek Oil Co.’s No. 1 Stanton, dr 
2395 ft. 

Atlantic Oil Prod. Co.’s Nos. 3 Moore, dr 
2670 ft; 4 Moore, rigging up; 1 Hager, dr 3650 
ft; 2 Hager, dr 3000 ft. 

Sun Co.’s Nos. 1 Gunstream, dr 3920 ft; 2 
Sar Nines Icn; 2 Belile, rigging up; 1 Brown, 
850 ft. 

Monarch Oil & Ref. Co.’s Nos. 1 Granger, set 
screen 3180 ft, bailing; 1 Means, dk. 

Gulf Coast Oil Corp.’s Nos. 2 Leon, dr 
3200 ft; 3 Leon, dk. 

Link Oil Corp.’s No. 1 Adams, dr 3950 ft. 

Port Arthur Oil Co.’s No. 1 Leflore, dr 4370 
ft 


‘Carter Jewett Oil Co.’s No. 1 Tyrrell, dr 
2975 ft. 

Emerson & Moore’s No. 1 Jackson, dr 3175 
ft 


, Big Marie Oil Co.’s No. 1 Turner, dr 1400 
- 

Oil Issues Co.’s Nos. 1 Little Six, dr 800 
ft; 2 Little Six, rigging up; 3 Little Six; rig- 
ging up; 4 Little Six, dr 650 ft. 

Thrift Oil Co.’s No. 2 McGuire, rigging up. 

Pruitt Mexia Oil Co.’s No. 2 States, rigging 
up. 























GOOSE CREEK PRODUCTION 


Houston, Texas, Feb. 6—The average daily ; 
production for the Goose Creek field for the 
past week was divided approximately as fol- 
lows: 


Barrels 
Humble Oil & Refining Company ..... 6.050 
Gulf Production CVompany ........... 3.800 
Phe! Sun Compaayiccswcies dievdsvacaies 525 
Crown Oil & Refining Company ...... 400 
Gulf Coast Oil Company .............. 350 
Turnbow Oil Corporation ............. 175 
Goose Creek Oil Corporation ........... 150 
Southerland Oil Company. ..:.ijoci.... 125 


Rogers Pet. Company (International).. 125 





Measccellaneeus, on tus b56 Rees deters 265 
Pal a. CoP, Sree ee 11,965 
DAS ONE so osikd oxnesenscesd ERA 11,915 


GOOSE CREEK DRILLING REPROT 


Gulf Prod. Co.’s Nos. 5 Isenhour, dr 3400 
ft; 1 Isenhour “A”, rigging up; 6 Rosenthal, 
dr 1050 ft; 1 Chapman, dr 3800 ft; 5 Rucker, 
Schilling, wo, will pump 3300 ft. 

Gulf Coast-Crown’s No. 35 Gaillard 21 acres, 
dr 2850 ft. 

Humble Oil & Ref. Co.’s Nos. 41 Gaillard 25 
acres, dr 1200 ft; 25 Gaillard 25 acres, dr 3000 
ft; 47 Gaillard 25 acres, dr 2100 ft; 24 Gaillard 
Penn., dr i600 ft; 24 Sweet, dr 2000 ft; 29 
Schilling, dr 3120 ft; 33 Smith-Simms, wo, dr 
3910 ft. 

Hisgans Pet. Co.’s Nos. 1 Busch, dr 3800 ft; 
1 Bruce Jr., flowing 75 bbls, 3450 ft, not yet 
completed. 

Huga Allicon Pet. Co.’s No. 
washing to bottom 3790 ft. 

D. F. Bryan Oil Co.’s No. 2 Wright, dr 
2580 ft. 


1 Atkinson, 











BOX 1926 
TULSA, OKLA. 








Tulsa Boiler & 
Sheet Iron Works 


Our entire organization and plant is devoted exclusively 
to the manufacture of Tankage as required by the 
refiners trade, and in addition we have 30 years’ expe- 
riénce back of us, which guarantees you satisfaction. 


We originated design of Agitators with base ‘“‘set-in’’ on the 
cone bottom, now so much in favor by the refineries. 


Agitators— 


Crude Stills, Vapor Towers, Con- 

denser Boxes, Pressure and Storage 

Tanks— BUILT RIGHT, Stay 
TIGHT 


— Saiinmeatseeteataahank vies 
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HUMBLE PRODUCTION 


Houston, Texas, Feb. 5.—The average daily 
production for the Humble field during the 
past week was distributed approximately as 
follows: 





’ Barrels 
Oe ES a a ea ee 3,750 
Galena Signal Oil Company ............. 1,300 
cima We BRAT... oe csc cess cee ce 350 
Gulf Coast Oil Corporation............. 220 
invineable Oil Company «.....<<.060.000. 220 
NR oO iin a wien ane 100 
Southern Petroleum Company ......... 100 
Crown Oil & Refining Company ........ 85 
Humble Oil & Refining Company ...... 80 
ME. ..... chondien deed enweeeuaive 1,000 

SE eee eee 7,205 
ME ee cre io te dc tea ks eke nie 7,255 





HUMBLE DRILLING REPORT 


Texas Co.’s No. 257 Landslide, dr 2400 ft; 
258 Landslide, set screen, 2510 ft, bailing; 30 
Stevenson, dr 2800 ft; 38 Stevenson, sidetrack- 
ing, 2970 ft; 27 C. O. & G,, dr 500 ft; 32 Koeh- 
ler, dr 2825 ft. 

Texas Oil Production Co.’s No. 2 Bissonet, 
pulling dr stem, 3608 ft and will set cas. 


MISCELLANEOUS PRODUCTION IN 
THE TEXAS GULF COAST 


Houston, Texas, Feb. 6.—The average daily 
production for the miscellaneous Texas Coast- 
al fields for the past week was distributed as 
follows: 


Last Prev. 

Week Week 
CO Si ee oe wie gill 4,725 4,700 
ae errr 2,200 2,250 
Sree 2,100 2,020 
OL SS err 1,750 1,750 
EE eck cchecitcinee ke 1,345 1,350 
alo ahaa eiarnl'y 5 ala irke'e eel 1,200 1,215 
I ii wae Keine 975 890 
IE Aer 460 460 
Ore 250 250 
SP eke rule Wis es va bideinen 200 200 
ee ee ee 125 125 
po ee 65 65 





SOUR LAKE DRILLING DEPORT 
Gulf Prod. Co.’s No. 47 Tarver Hardin, side- 
tracking, 2700 ft. 
Humble Oil & Ref. Co.’s No. 18, dr 2370 ft. 
Jackson Trustee’s No. 10 Thompson, sd. 





SARATOGA COMPLETIONS 
Weldon-Regna’s No. 1 Nancy Fuller, pump- 
ing 175 bbls, 1960 ft. 








Vulcan Pipe Tongs 
Billings & Spencer Tongs 
Eureka Breakout Tongs 


We can furnish your wants in 


Wire Rope Pipe Fittings 

Manila Rope Belting 

Fish Tail Bits Packing 

Rock Bits Drilling Hose 

Tool Joints Injectors 
Drill Collars Pop Valves 

Swaged Nipples Rope Blocks 


Stock and Dies 
Pump Repair Parts 
Carpenters’ Tools 
Hill-Krohn Breakout Tongs Drilling Rigs, Etc. 





You can depend upon careful attention 
and prompt deliveries with your orders 





HOUSTON, TEXAS 








WILSON SUPPLY COMPANY 


WEST COLUMBIA, TEXAS 














SARATOGA: DRILLING REPORT 
Rio Bravo Oil Co.’s No. 26-B, tested sal 
water at 1075 ft, going deeper. 





BLUE RIDGE DRILLING REPORT 

Gulf Pred. Co.’s Nos. 4 Blakely “B,” dr 27% 
ft: 5 Blakely “B,” dr 2700 ft; 5 Luscher, dr 
1450 ft. 

Texas Co.’s Nos. 1 Robinson, dr 3700 ft; 8 
Robinsen, dr into rock salt 2200 ft. 

Blue Ridge Prod. (No. 2) Co.’s No. 1 Robin- 
son, dr 37CO ft. 

Sinclair Oil & Gas Co.’s Nos. 2 Lee-Bashara, 
dr 1650 ft; 2 Davidson, dr 250 ft. 

Coastal Dome Oil Co.’s No. 1 Blakely, rig- 
ged to deepen. 

Blue Ridge Prod. Co.’s No. 1 Blakely, rigged 
up. 

Kirby-Oil Prod. Co.’s Nos. 2 Lee 5 acres, 
rigged un; No. 1 Lee 10 acres, rigged up. 

Amerada Pet. Ce.’s No. 1 West Schenck, 
rigging to wo. 





DAMON MOUND DRILLING REPORT 

Sinclair Oil & Gas Co.’s Nos. 22 Bryan, to 
pump, 2995 ft; 23 Bryan, dr 2360 ft; 11 Master- 
son, plugging off water, 3280 ft; 11 Masterson, 
rigging up: 2 Williamson, dr 1500 ft; 2 Mun- 
son, dr 1200 ft. 





(Other Gulf Coast reports on page 46.) 


Service— Quality— Price 


Three essentials necessary to make a satis- 
fied customer. 
“GULFCO” products. 


We guarantee them in 


Use ou: goods and gct the benefit of the ex- 
perience of men who have been engaged in 
the manufacture of OLL WELL SUPPLIES 
and SPECIALTIES for years. 


We Make The Best 


GULF COAST 
MACHINE & SUPPLY CO. 


BEAUMONT, TEXAS 
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SI ha rples 
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—and from France, the Home of 
Science, Came Engineers to 
Visit Sharples 


So much of research into the realms of pure science, so 
much of inventive genius has emanated from France that 
the Sharples Specialty Company feels justifiable pride in 
the visit of the French Engineers. 


These men—their lives, their thoughts, their aspirations 
dedicated to the advancement of science—came to the 
Sharples Specialty Company to learn the newest principles 
in the use of the science of centrifugal force. 


As master mechanics, we are proud of the centrifugal 
machinery we maunfacture. We are proud that so many 
of the splendid plant practices originated with us. Our 
workmen are the finest of mechanics who have been 
trained according to Sharples standards of skill in solv- 
ing the problems of Centrifugal Force. 


But, greater than all of those is our pleasure in knowing 
that our engineering corps has earned the recognition of 
the world’s engineers. 


French engineers crossed the ocean to Sharples because 
they knew that we developed processes before machines 
and that our collective knowledge of the uses and applica- 
tion of centrifugal force is without parallel. 


The Sharples Specialty Company 
501 Fifth Avenue, New York 


BRANCH OFFICES: 

Railway Exchange Building, Chicago; Tulsa, Oklahoma; 
461 Market St., San Francisco, Cal. 
DEPARTMENT OF RESEARCH AND FACTORY: 
Twenty-Third and Westmoreland Sts., Philadelphia, Pa. 


SUPER CENTRIFUGAL PROCESSES 


REG.US. PAT.OFF. 
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CLEANING UP RUINS OF WILD WELL 


Los Angeles, Cal., Feb. 4.—General Petro- 
leum Company is cleaning up the roads, gar- 
dens and houses showered with oil at Long 
Beach where its No. 1 Black and Drake well 
blew out two weeks ago, doing a damage es- 
timated at half a million dollars. 

The company is making preparation to drill 
its well deeper if necessary, and at least to 
clean the hole and see what it has at this depth. 

The explosion of gas came when the crew 
bailed the water out 800 feet, relieving the back 
pressure, after cement had been set, in an ef- 
fort to bail the hole out clean for a test of the 
cementing job, in compliance with the State’s 
regulations. The derrick was wrecked, sur- 
rounding property drenched with a spray of 
oil, and heavy damage done to residence and 
garden property. 

Reports current this week that the State 
Mining Bureau had waived the water shut-off 
test in the new Santa Fe Springs field have 
no foundation in fact. 





PIERCE JUNCTION PRODUCTION 


Houston, Texas, Feb. 6—The average daily 
production for the Pierce Junction field dur- 
ing the past week was distributed approxi- 
mately as follows: 


Barrels 

Gulf Production Company ............. 5,000 
Snowden & McSweeney ............... 2,000 
Humble Oil & Refining Company ...... 1,600 
SRN eee is wa seal phos hou ne 8,600 
lo ee asks ee ui bbw Kieu 4,700 


PIERCE JUNCTION COMPLETIONS 
Snowden & McSweeney’s No. 5 Cain, 2500 
bbls 3950 ft. 


, Gulf Prod. Co.’s No. 8 Taylor, 1500 bbls 3850 
s 
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Production May Be Large in 
California Durmg Year 1922 








St OS ANGELES, CALIF., Feb. 4.—The 
4 ‘Ds only thing that can prevent 1922 be- 
ae ing a record year for production in 
ed California is a decreased demand for 
petroleum products, and especially for fuel 
oil. The fuel oil market has become the bone 
of the oil situation in this state. With prac- 
tically one-third of the production of the state 
unfit for refining, and the rest of the crude 
oil having relatively low gasoline content, fuel 
oil assumes a more important role in the price 
structure of petroleum products in California 
than in any other state. 

The demand for fuel oil has been unusually 








PIERCE JUNCTION DRILLING REPORT 


Pierce Junction Oil Co.’s No. 1 Howe, wo, 
set screen and will bail, 3970 ft. This well 
sanded up and screen was pulled. 

Humble Oil & Ref Co.’s Nos. 1 Dooley 16 
acres, dr 3650 ft; 2 Dooley 16 acres, dr 2250 
ft; 3 Dooley 16 acres, dr 3600 ft; 5 Dooley TX, 
testing on air 4020 ft;6 Dooley TX, lIcn; 7 
Dooley TX, dr 3190 ft; 8 Dooley TX, side- 
tracking 2285 ft; 2 Fitzsimmons, dr 2400 ft; 3 
Fitzsimmons, dr 3400 ft; 1 Whitehead, fsh 3775 
ft; 2 Nellie Cooper, dr 1200 ft. 

Sun Co.’s Nos. 1 Fitzsimmons, dr 3450 ft; 
1 Whitehead, dr 2800 ft; 2 Whitehead, dr 1100 


ft. 
R. E. Brooks-Link’s No. 1 Dooley, dr 4410 


ft. 

Sinclair Oil & Gas Co.’s No. 1 Holt, dr 3375 
ft. 

Seagate Pet. Co.’s No. 1 Maxie, milling 3700 
ft. 

Snowden & McSweeney’s No. 4 Cain, setting 
screen 4150 ft. 

Link-Humble’s No. 1 Mowery, dr 3565 ft. 

Florida Texas Pet. Co.’s No. 1 Myers, dr 
1150 ft. 

Gulf Prod. Co.’s Nos. 12 Taylor, dr 3350 ft; 
3 Cain, dr 4450 ft; 4 Cain, dr 2850 ft; 5 Cain, 
dr 3570 ft; 1) Whitehead, dr 3200 ft; 1 Fitz- 
simmons, dr 2110 ft. 
















( Patented) 
Lorraine Automatic Oil and Gas Separator 


Scientific Conservation 


Lorraine Automatic Gas and 


Oil Separators 
The Super Gas Traps 


The Lorraine Gas and Oil Separators are designed on 
absolutely new principles. They accomplish the separa- 


tion of oil, gas and sand by methods never 
before employed. They es ge 4 regulate 
and control the flowing well, thereby in- 
creasing production. Built to handle wells 
of any capacity. Ask any large California 
operator, or for detailed information write 
or cable 


- Buck & Stoddard 


90 West Street, New York 
485 California Street, San Francisco 
456 South Spring Street, Los Angeles 
Cable Address “‘Buckstod” 


low during the past two years, due in part at 
least, to the complete loss of the market af.- 
forded by the mining sections of the western 
states. With the resumption of copper mining 
and smelting, it is expected that a brisk de- 
mand for fuel oil will be realized again. 

It is generally conceded now that Califor- 
nia can meet any demand that develops from 
her trade territory, for the various lines of 
petroleum products. Three fields have been 
added to the state’s list during the past 18 
months, with others in prospect, and older 
fields have been expanded, and new production 
developed. Most of the companies of the 
state are actively wildcatting now, and it is 
getting to the point where the annual produc- 
tion of California oil will be limited only by 
the demand for it, operators say. "Ae 

At least one company is reported to have 
closed down some of its producing wells since 
the first of the year, because of the lagging 
market. One of the larger producers volun- 
tarily cut its daily runs in the Coalinga field 
last fall, while it continued to carry on an ac- 
tive campaign of drilling in new and unproven 
territory. This action was interpreted as 
meaning that the company considered the de- 
creased demand for oil as purely temporary, 
and wanted to be in a position to meet the big 
demand which it anticipated with the resump- 
tion of normal industrial activities. 

To hazard an estimate of what California’s 
production will be in 1922 would simply be 
guessing at what the demand will be. It is 
generally conceded that this state can meet any 
reasonable demand that may develop now, and 
for several years to come. 





Mining Claim Takes 


Priority Over Homesteader 
Los Angeles., Cal., Feb. 4.—That a placer 


mining claim to lands involved in the with- 
drawal act of President Taft in 1909 takes pre- 
cedent of a homesteader’s claim, in so far as 
the minerals under the land are concerned, is 
definitely established by the decision yesterday 
of the State Supreme Court of California. 

Che case was that of Charles A. Son against 
Nellie Adamson, and the land invloved is in 
Kern County. 

Prior to the withdrawal act, a placer mining 
claim had been filed for the minerals on the 
land involved, and a definite effort was made 
to develop the land for oil. This claim was 
filed in 1908. Later, under the homestead en- 
try, the land was homesteaded in 1916. The 
court held that since the mineral claimant had 
protected, and that the homesteader did not 
obtain possession of the oil and mineral rights 
to the land in question. The defendant was 
not surrendered the claim, his rights should be 
enjoined from interfering with the oil pros- 
pecting program, and this judgment was up- 
held by the Supreme Court. 





BARBERS HILL DRILLING REPORT 


Humble Oil & Ref Co.’s Nos. 1 Myers fee, 
dr 400 ft; 2and 3 Myers fee, Icns. 

Hindman-Pugh Oil Co.’s No. 1 Japhet, dr 
2400 ft. 

Miles Bennett’s No. 
dr 2900 ft. 

United Pet. Co.’s No. 7 Richardson, dk. 

United Pet. Co.-Mills Bennett’s No. 1 F. 


1 Chambers County, 


Barrow, dr 3450 ft. 
Kirby Pet. Co.’s No. 1, len. 
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arkersburg Sets the Standar 
of Rig Iron Quality 
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WHAT 
OTHERS 
SAY 


General Satisfaction 


‘We are pleased to state that 
we have been using various 
equipment manufactured by 
your Company, consisting of 
Rig Irons, tanks and other 
equipment, and that we have 
had general satisfaction in the 
use of the same.” 


Sun Company 
(Signed) J. Edgar Pew 
Vice President 


Heartily 
“Recommend Same 


“It gives us much pleasure to 
tell you that your Rig Irons 
carrying Walkside reel have 
given thorough satisfaction 
and we could heartily recom- 
mend same to anybody wish- 
ing a first class set of Irons.” 


Humble Oil & Refining Co. 
(Signed) S. P. Farish 


Excellent Results 


“In the last ten years our 
Company has drilled, in this 
immediate vicinity, something 
like 700 wells, or better, and 
we have used practically all 
of your Rig Irons in the con- 
struction and equipment of 
same and have gotten most 
excellent results from same.” 


Ohio Fuel Oil Company 
(Signed) C. A. Urban 





ODAY we own and operate the 

largest foundry in the world devot- 
ed exclusively to the manufacture of 
Foundry Irons. 


This is simply the result of making 
better castings. 


The Parkersburg reputation for depend- 
able Rig Irons did not spring up over. 
night. It came from hard work — con- 
scientious care in manufacturing and 
practical knowledge of how users of 
Rig Irons would try to make them if 
they were manufacturing the Rig Irons 
they used. 


Parkersburg Rig Irons 
are made a little better 
and prove it! 


We found out what was required of 
each part of a Rig Iron outfit and de- 
termined to meet the requirements. 
And that isn’t all. We are continually 
trying to improve upon our best. 


Leadership is earned and held by supreme 
effort. 


“P..R. & R. Co.” on any part of a Rig 
Iron outfit is your assurance that it is 
the best that oil field experience and 
manufacturing ability can produce. 


Ask for Specifications and Prices of 4%, 
4% or 5 inch Common Rig Irons or \the 
5 or 6 inch California Pattern. 





WHAT 
OTHERS 
SAY 


First Class 


“We have used your Rig 
Irons almost exclusively for 
the past eleven years and 
have always found them to 
be first class in every respect.” 
United Fuel Gas Company 
(Signed) G. S. Duffield 


Purchasing Agent 


Excellent Service 


“I desire to say that for the 
past ten years we have used 
practically nothing but Park- 
ersburg Rig & Reel Company 
Rig Irons from which we have 
received excellent service.” 


Gulf Production Company 
(Signed) F. R. Oldham 
Purchasing Agent 


The Best 


“During the past four years 
our Companies have purchas- 
ed a considerable quantity of 
Parkersburg Rig Irons and 
some tankage, both steel and 

wood. 
We have always found the 
material and workmanship of 
your products to be the best. 
We have always been pleased 
with the equipment of your 
manufacture and the service 
rendered by your organiza- 

tion.” 
Empire Gas & Fuel Company 
(Signed) H. H. Sloan 
Purchasing Agent 








THE PARKERSBURG RIG & REEL COMPANY 


New York Office: 30 Church St., Room 1510 


Main Office and Works: Parkersburg, West Virginia 
Western Sales Office: Kennedy Bldg., Tulsa, Okla. 


District Offices and Distributing Warehouses from which Parkersburg Service is Available 


TEXAS 


Ranger 
Houston 
Breckenridge 
Leeray 
Graham 
Mexia 
Rising Star 


KENTUCKY 
Bowling Green 


LOUISIANA WYOMING OKLAHOMA 
Shreveport Casper Burbank Okmulgee 
Homer Osage Slick Walters 
Gahagan Riverton Henryetta Pawhuska 
Haynesville _ rane . Beges 

ARKANSA rumright ilson 

KANSAS El Dorado Hominy Bristow 
Florence Tonkawa Tulsa 
oe MONTANA WEST VIRGINIA 
Grenola Winnett Parkersburg Clarksburg 
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Getty of Oklahoma is 
Operating in California 


Los Angeles, Feb. 4.—H. F. Getty, well 
known throughout the Mid-Continent terri- 
tory, has secured acreage at Signal Hill (Long 
Beach) and is erecting a derrick for his first 
test there. It is understood that he has also 
acquired valuable drilling sites at Santa Fe 
Springs. 

A number of Oklahoma and Texas operators 
are getting into the fields of California, many 
of them having formerly operated here, and 
are now returning to this state, better able 
to execute their original plans for long-lived 
production on the Pacific Coast. 

W. R. Ramsey of Oklahoma has been ac- 
tive in the new Beach fields for several months 
and has also contracted with the Interior De- 
partment for the drilling of several wells in 
the Naval Reserve of Kern County. During 
the past week Ramsey secured additional acre- 
age from the city of Long Beach, with a drill- 
ing provision in the contract, and a 40 per cent 
royalty agreement. Ramsey already has one 
nice well at Long Beach. 





San Francisco, Calif., Feb. 4—At a meeting 
of the board of directors of the Standard Oil 
Company (California) held January 31, regular 
quarterly dividend No. 53 of $1.00 per share 
($25.00 par- value) was declared on the out- 
standing stock of the corporation, payable on 
March 15, 1922, to stockholders of record as 
shown by the transfer books of the corporation 
in San Francisco and New York at the close 
of business February 20, 1922. 





New York, N. Y., Feb. 6.—The Buckeye Pipe 
Line Company has declared its regular quar- 
terly dividend of $2 per share payable March 
15 to stock of record February 21. 





THE OIL WEEKLY 





FEBRUARY 11, 192 


Honolulu Consolidated Plans Big 
Program in Midway Field 










een sIOS ANGELES, CALIF., Feb. 4.— 
ey | . ae x 5 
4 oy Honolulu Consolidated Oil Company 
ae of San Francisco has made locations 
A= for 390 wells in the Midway field, 
Kern County, on leases aggregating about five 
sections of land, recently released to the Hono- 
lulu after several years of litigation with the 
government. 


This company already has several strings of 
tools working, and while the plans outlined 
will probably not be executed in the immedi- 
ate future, an ambitious drilling program is 
under way, and this company’s production may 





be expected to materially grow during the 
present year. 

During the past week the Honolulu Consolj- 
dated completed one of the best wells of the 
season, in section 6, Buena Vista Hills, the 
wells starting out at 1000 barrels a day. 

The Midway-Sunset district in western Kern 
County is the most active spot in the northern 
fields, and already accounts for about 115,000 
barrels of oil a day. 

It is believed that the plans of the Honoluly 
for drilling line wells on its leases will ne- 
cessitate active drilling by all companies hold- 
ing offset acreage. 





Tulsa, Okla., Feb. 6.—Sizing up business con- 
tions in their various territories and the pros- 
pects for increasing sales during 1922 was the 
chief topic for discussion at the semi-annual 
meeting here late in January of district man- 
agers of the Empire refineries. The confer- 
ence was addressed by P. M. Miskell of Tulsa, 
general manger of the Empire refineries. 

Those who attended the meeting here in- 
cluded W. H. Merritt of St. Paul, Minn.; 
John A. McLarty of Cleveland, Ohio; C. A. 
Neidrich of New York City, Dick Wotowich 
of Philadelphia; C. A. Beach of Fort Worth, 
Texas; Grafton Houston of Chicago; J. I. 
Williamson of St. Louis, Mo., and Howard M. 
Rose of Kansas City. 

John S. Cordell, sales manager of the Em- 
pire, was in charge of the gathering, being 


CHAPMAN VALVES 


assisted by O. J. Tuttle, S. E. Murphy and 
M. J. McDonald. The latter are assistant 
sales managers. 





New York, N. Y., Feb. 6.—For the consoli- 
dation of the company’s bank indebtedness and 
to care for approaching maturities and to fur- 
nish funds for the purchase of gasoline re- 
serves, the Tidewater Oil Company has floated 
an $8,000,000 straight bank loan at 6 per cent. 
The loan was made by the First National Bank 
and associates with the provision that the 
Tidewater Company pay off the loan by Aug- 
ust 1 if it so desires. 





Tulsa, Okla., Feb. 6.—The Cohen Oil Cor- 
poration has declared its regular monthly diy- 
idend of 1 per cent, payable February 15 to 
stockholders of February 1. 

















Cast Steel Drilling Gates 


TESTED TO 2500 POUNDS. Every valve tested to 2500 Ibs. per square 
inch (a 24 hour test) before leaving the factory. 


MORE THAN DOUBLE THE STRENGTH OF CAST IRON. Chapman 
cast steel has a tensile strength of 65,000 Ibs. per square inch, (elastic 
limit not less than half the tensile strength). This permits the use of 
lighter construction—thus the Chapman steel drilling gate is 


LESS THAN HALF THE WEIGHT OF CAST IRON VALVES. 
to handle in the field, lower transportation charges, etc. 


BRANCHES: 
New York Boston Chicago Philadelphia Cleveland Pittsburgh 
Los Angeles San Francisco Detroit Tulsa Houston 


Write for full information on the last word in d:illiag valves. 
Also Catalog No. 40, describing our complete line of 
valves for all phases of the oil industry 


The Chapman Valve Manufacturing Co. 
indian Orchard, Mass. 






Easy 
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Introducing 
An Epochal Improvement 


—marking the dawn of a 
Sreater era of production 


—permitting the immediate reduction of 
producing costs 


STARTLING in its importance to the Oil Industry, the new 
Axelson Amco Pump, now ready for delivery, blazes the way 
to greater profits. It has already established a new and higher 
standard of performance than ever heretofore imagined and has 
won the instant approval of hundreds of Oil Producers. 


CAvelson 


Amco 
pump 


(working barrel) 


The Amco Pump represents an achievement wrought by twenty-six years 
of concentrated study and improvement. It is destined to revolutionize the 
pumping of oil. 


This new pump is particularly recommended for wells where pumping con- 
ditions are affected by sand, shale, lime, 7 water, gas and extreme 
temperatures. 


You will want to know why this pump excels and why it will give you in- 
comparable service. Wire or write for literature. 


Axelson Machine Company 


General Offices and Western Factory Eastern Sucker Rod Factory 
LOS ANGELES ST. LOUIS 


Factory Branch Office: 520 Kennedy Bidg., Tulsa, Okla. 
P. O. Box 1226 


Amco Pumps operat- 

ed with Axelson 

Sucker Rods assure 
maximum -service. 


For sale by Frick-Reid Company 



































KENTUCKY COMPLETIONS 


Warren County 

Atlantic Producing & Refining Co.’s No. 3, 
Brownfield lease, 75 bbls 1100 ft. 

Vernon F. Taylor and associates’ No. 2, 
James F. Young lease, 10 barrels, 1088 ft. 

J. H. McClurkin and associates No. 7, Tut 
Stovall lease, 471 ft, 50 barrels. 

Huntington-Oklahoma Oil Co.’s No. 3, Hen- 
ry Ferguson lease, 75 barrels, 1018 ft. 


Allen County 
Bradshaw and associates’ No. 3, Harman 
lease, 100 bbls, 490 ft. 
Wayne County 


Superior Oil Corp.’s No. 1, Burnett heirs’ 
lease, 20 bbls. 





An attractive book on portable drilling ma- 
chines has just been issued by the Parkersburg 
Rig & Reel Company, Parkersburg, W. Va. 
This book runs 198 pages and describes in de- 
tail all of the Parkersburg portable machinery. 
It is available to the trade for the asking. 






Kindly use your business letterhead. 











Southwestern Office: 





// 








TZ 


MEMORANDUM FOR YOUR SECRETARY 


(Tear this ad out and hand it to your secretary) 

Write The Youngstown Boiler and Tank Company, Youngstown, Ohio, as 

follows: Please send us a copy of Bulletin 400 which illustrates and fully describes 

Vy “Youngstown Tanks.” We understand this book also contains tables and capaci- 
ties of value to executives interested in the oil business. 


Bulletin 400—the greatest book of its kind ever published, will be sent free to exécutives 


The Youngstown Boiler & Tank Co., Youngtown, Ohio 
(“Youngstown Tanks’? Are Made By This Company Only) 
891 North Houston St., Fort Worth, Texas. 
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Bowling Green Extended a Mile 






ey Fy OUISVILLE, KY., Feb. 6.—An ex- 
% 4 > tension of approximately one mile of 
ge the deep pay territory on the Waller 
Se} Runner-Kinzer structure north of 
Bowling Green was effected last week when 
Dr. Hively and associates drilled in No. 1, W. 
T. Runner for initial production of 100 barrels 
at about 1150 feet. This is an offset to the 
shallow well on the Gott farm, which was 
finished as a good producer above the shale 
some months ago. The farthest north deep 
well in this area, lying slightly to the north- 
west of the Hiveley completion, is on the 
Sarah J. Lewis lease and is a small producer. 
The latest completion leads to the opinion that 
the area of production is more to the northeast 
than was originally believed. Experience of 
operators in that section has been that the 
deep wells generally come in for about 100 
barrels and settle down to the point where 
they are pumping about 25 barrels at the end 
of three months. 

A twenty-two-acre farm near Louisa, Law- 
rence County, has been purchased by the New 
Domain Oil Company for the purpose of es- 
tablishing a tank storage farm, according to 
advice received.. It is understood that sev- 
eral 55,000 gallon storage tanks will be in- 
stalled on the property within a short time. 
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P. O. Box 741 









Brownell Code Boiler 








Brownell Code Boilers 


Brownell is prepared to meet your 
requirements for oil country boilers 
built according to the A. S. M. E. 
code as now required by the State 
of Oklahoma. 


Brownell boilers are too well 
known to need introduction to any 
one who is familiar with the stand- 
ards of boiler manufacture. The 
3rownell Company has built oil 
country boilers for years and its 


products have won recognition in all 
oil fields. 


Also manufacturers of Drilling 
Engines. Let us quote you on 
your entire power equipment. 


THE BROWNELL CO., Dayton, Ohio. 


Established 1855 








The Reliable Oil & Gas Company has beep 


‘organized at Louisa by W. C. Enevoldsen, R 


V. Garred and Dr. Proctor Sparks. The com. 
pany has recently acquired some good hold. 
ings in the Johnson Lawrence field. 

A number of wildcat tests in Tennessee 
are reported which are of interest to operators 
who have some hopes of developing’ produ. 
tion in this region. 

In Lincoln County, the Livingstone Oil Cor. 
poration is drilling a test 10 miles northwest 
of Fayetteville and had a showing of oil at 
652 feet but not in commercial quantity and 
is now down around 800 feet. ‘This test was 
started in one of the little areas surfaced by 
Mississippian limestone, the remainder of the 
county being surfaced by rocks of Ordovician 
age. 

What is regarded by oil men familiar with 
that section as the most important well yet 
drilled in the Keaton field of Johnson County 
since the bringing in of the discovery well 
which marked the opening of that pool, is 
well No. 1 on the Sherman Lyon lease on 
Noisy Branch of Keaton Fork, which was 
completed by the Union Oil & Gas Company. 
This well, which came in as a 40 barrel pro- 
ducer, is almost a mile ahead of production, 
and within a short distance from the head of 
Gillem Branch. No. 1 Sherman Lyon is one 
of the best wells completed in that section of 
Johnson County and is reported to have in- 
creased its production to 100 barrels a day 
after being shot. 

Predictions that an oil pool discovered re- 
cently in Floyd County will surpass any pool 
in that section, have been made by J. S. Hud- 
nall, assistant in the Kentucky geological sur- 
vey. The first well in the new pool was 
brought in by Davis Brothers in the central 
part of Floyd County. The old pool is about 
two miles to the west of the present one and 
there is every indication that the new section 
will surpass the old. 





Bowling Green, Ky., Feb. 6.—An acreage 
deal of considerable magnitude was consun- 
mated at Bowling Green when W. J. Duffee 
and O. M. Widdowson, representing the Penr- 
sylvania Oil Producers’ Syndicate purchased 
through J. M. Houghland from eastern parties 
the Jim Young lease of 220 acres near Buck- 
field, Warren County. There are three wells 
on this property, all of them having just been 
drilled in. W. E. Moore, local geologist, was 
the ogent in the deal and the money considera 
tion was about $35,000. 





Cleveland, O., Feb. 6.—The Standard Oil 
Company, (Ohio), has declared its regular 
quarterly dividend of $1.75 a share on prefer- 
red stock, payable March 1, to stockholders of 
record January 27. 





New York, N. Y., Feb. 6.—The annual meet- 
ing of the Vacuum Oil Company will be held 
here February 28. Books closed January 2 
will not reopen until March 1. 





Oil City, Pa., Feb. 6.—At the annual meeting 
of directors of the Eureka Pipe Line Company; 
J. M. Tussey was elected secretary in the 
place of C. McLouth and was the only chang 
made in the officers. 





New York, N. Y., Feb. 4.—A party of Mar 
land Oil Company officials arrived here last 
week for a conference. Those in the party 
are E. W. Marland, John S. Alcorn, William 
G. Lackey, G. G. Schallenberger, Seward 


Sheldon, W. L. Konly and Frank Kenny. 
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22 Years of Service—Still Going Strong 


URCHASED in 1899 the ‘Ajax Engine shown above has given un- 
failing service. 


For over 14 years this engine was used for drilling in the oil fields of Ohio 
and Kentucky. Today it is giving perfect service in cleaning out and 
pumping, on a farm of the Sheppard Farm Oil Company, Washington 
County, Ohio. 


There are hundreds of Genuine Ajax Engines with like records. : 
r ee 6 @ 
The first original Ajax was built in 1877 and over 22,000 have been built 
since then. 





Genuine Ajax Engines and parts are distributed in every important oil 
center through the branches of the e s 8 








oe @@ @ 





National Supply Companies 


«Manufactured by 


Ajax Iron Works 


Corry, Penna. 


3426 
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Mexico Has Produced Over 
700,000,000 Barrels of Oil 


Houston, Texas, Feb. 7—Oil fields of Mex- 
ico have produced 719,408,524 barrels of ‘oil 
since the discovery of oil in that country, ac- 
cording to the Tampico Tribune. The first oil 
was produced in 1901, when 10,345 barrels was 
brought to the surface and saved. The next 
year, the production increased to 40,200 barrels 
































and the 
barrels in 1907.- Nineteen twenty was a great 
a total: produetion. of 145,508,000 


barrels, but 1921 was still greater with a total 
production of 200,915,000. barrels. 


year with 





Tampico, Feb. 4.—The Pierce Oil Corpora- 
tion is preparing to drill in San Miguel, be- 
tween San Geronimo and Tepetate, while two 
locations have been in Santa Fe. San Miguel 
is on a direct line between Dos Bocas and Tep- 
etate, as in San Geronimo, where the Aguila’s 
No. 2 was completed in. December for 25,000 
barrels. The Huasteca is contesting the right 
of the Pierce Oil Corporation to drill in San 
Miguel, claiming sole right to drill in this 
lease. The matter has been carried to the 
courts and the Huasteca won the first round. 
Both companies have filed heavy bonds. The 
hearing is set for February 17 at Tampico. 


annual produetion reached 1,000,000 - 
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Aguila Gets 30,000 Barrel Well 
11 Miles Southeast of Toteco 


TAMPICO, Feb. 5.—The Aguila’s No. 1 





south line of Toteco and about three 


has been completed for around 30,000 barrels 
a day at a depth reported to be below 2200 feet. 
This company has been drilling in Cerro Viejo 
for several months and at this time a second 
well is nearing the proper depth. A third well 
is drilling and location has been made for the 
fourth where the camp site is being made 
ready. 

It is not generally thought that the bringing 
in of this well means very much, although it 
does mean that production is being secured 
further to the south and east and oil being 
brought to the surface to assist in taking the 
place of the older fields in the south which are 
showing salt water. 

During the past week, the International’s 
No. 15 Toteco was completed, as mentioned in 
last week’s OIL WEEKLY, for around 50,000 
barrels at 1241 feet, sub sea level. This is said 
to be the shallowest producing well in Mexico, 
the nearest being the Mexican Gulf’s No. 3 
Toteco, which was completed at 1266 feet 
sub sea level. 

The wells in Zacamixtle showing salt water 
have a depth of 1700 to 1800 feet, sub sea level. 
On this basis it is to be seen that the Toteco- 
Cerro Azul wells, 300 to 400 feet shallower, 
will have several months of productiveness be- 
fore salt water encroaches. 

At this time, there are 21 producing wells in 
the Toteco-Cerro Azul field, placing close to 
500,000 barrels daily into the pipe lines. It 
is understood that the three companies con- 


Cerro Viejo, 11 miles southeast of the 


miles south of the old Potrero pool, 


trolling this field expect to pinch in their wells 
to a total production of about the amount now 
being taken during the life of the pool. ff 
this policy is followed, oil men in Mexico es- 
timate that the pool will not show salt water 
for four to seven months, according to the 
man you are talking to. 

The latest completion in this pool was that 
of the Mexican Gulf’s No. 28 Toteco for 35,000 
barrels at 1898 feet, sub sea level 1323 feet. 
This gives the Mexican Gulf eight producers in 
the field with six wells drilling. The Inter- 
national has six producers and four drilling, 
Wells of both companies are in Toteco. The 
Huasteca has seven producers, four in Toteco 
and three in Cerro Azul, and is drilling three 
in Cerro Azul and one Toteco. 


Dallas, —_— Feb. 6.—W. H. Foster and 
W. A. Reiter, geologists, formerly connected 
with the Humphreys Mexia and Humphreys- 
Texas Oil Companies, have resigned to enter 
business for themselves as consulting geolo- 
gists. 

Foster & Reiter while in the employ of 
Julius F. Fohs, worked out the Mexia structure 
in Limestone County. 

Offices will be opened by the 
city. 


two in this 





New York, N. Y., Feb. 6.—It is reported here 
that the first oil shipment of the Royal Dutch 
Shell Company from the Venezuelan oil fields 
has been made, the otl coming from. the 
properties of the General Asphalt Company 
with which the Royal Dutch has an agreement 
to pay 24 per cent net on the oil shipped. 
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SINCLAIR OILS 


Petroleum Products of Quality 


GASOLINE LUBRICANTS 
KEROSENE PARAFFIN WAX 
NAPHTHA FUEL OIL 
GAS OIL ROAD OIL 


SINCLAIR REFINING COMPANY 


Cable Address “Sorcorp” 


TS 

















lll W. Washington St., Chicago III. 
SINCLAIR QILBUILDING 45 Nassau St, New York 














WEST 


Product 
Humble 
No. 3, ' 
gravity 
wells th 
In the 
oil vari 
On tl 
the Gu 
well ha 
west fla 
Hogg ( 
26° Bat 
various 
was ob 
feet. 
With 
West ( 
oil ol 
Compa 
mixed | 
14 per 
asphalt 
degr« cs 
the Hu 
base o1 
wax, 
also a 
only o 
Gulf C 


Te 


The 
of the 
feet pe 
of mu 
and m 
The d 
report 
tempe! 
suppo: 
media' 
data 1 
taking 
know! 
believ: 
servat 
ing al 
graph 
with 

The 
culate 


Gradie 


Th 
Hous 
perat 
nual 
sume 
temp 
and 
know 
feet. 
will 

Fr 
grap 
belie 
wart 

TI 
seve 
tem] 
feret 
ther 

Ki 
crea 

TT 
incr 

T 

late 
T 
to | 
T 
littl 
T 





1, 1929 


a) 

-0 
wells 
now 
ae 
O @s- 
vater 
» the 


that 
5,000 
feet, 
TS in 
nter- 
ling. 
The 
»teco 
hree 


and 
cted 
eys- 
‘nter 
‘olo- 


y of 
‘ture 


this 


here 
utch 
elds 

the 
any 
nent 








WEST COLUMBIA AND SALT DOMES 


(Continued from page 12.) 


Production Company’s McMeans No. 1 and 
Humble Oil & Refining Company’s Bashara 
No. 3, which produce oil of 42°—38° Baume 
gravity respectively. These are the only two 
wells that have produced oil of this gravity. 
In the new or north field, the gravity of the 
oil varies from 21°—22°. 

On the northeast of the Hogg subdivision 
the Gulf Production Company’s Masterson 
well had oil of 29° Baume gravity. On the 
west flank of the dome the Texas Company’s 
Hogg (Kaiser) No. 5 had a good showing of 
2%° Baume oil from around 2500 feet. In the 
various old shallow wells, a thick heavy oil 
was obtained at a depth of a few hundred 
feet. 

With the exception of one well, the oil at 
West Columbia is the ordinary asphaltic base 
oil of the Gulf Coast oil fields. The Texas 
Company's Hogg 39, however, picked up a 
mixed base oil at 3736 feet. The oil has about 
14 per cent of paraffine wax in addition to the 
asphaltic base and has a Baume gravity of 31 
degrees. The Humble “B” oil, a deep oil from 
the Humble field is a somewhat similar mixed 
base oil but with not quite so much paraffine 
wax, Some of the oil at Pierce Junction is 
also a similar mixed base oil. These are the 
only occurrences of that type of oil in the 
Gulf Coast oil fields. 


Temperature and Geothermal Gradient 


The temperature and temperature gradient 
of the oil varies from 90°—112° F. and 65-165 
feet per degree respectively with a few cases 
of much lower and much higher temperature 
and much lower and much higher gradients 
The data at hand is for the most part that 
reported by the pipe line companies for the 
temperature of the initial production and is 
supposed to have been taken at the well im- 
mediately after its completion. No further 
data is at hand in regard to the method of 
taking the temperature. The data at hand is 
known to contain many inaccuracies, but it is 
believed that with the larger number of ob- 
servations available, the tendency of group- 
ing around certain means both areally and on 
graphs allows some conclusions to be drawn 
with a fair degree of probability. 


The temperature gradients have been cal- 
culated acording to the formula: 


Depth of Producing Sand 


Gradient Cremip. of Oil)—(Mean Annual Air Temp.) 


The mean annual air temperature, 69° F. of 
Houston is assumed to be the mean annual tem- 
perature of West Columbia, and the mean an- 
nual ground temperature at the surface is as- 
sumed to be the same as the mean annual air 
temperature. In most cases, the exact depth 
and thickness of the producing sands is not 
known except to the nearest 100 feet or 50 
fect. But the inaccuracies thus introduced 
will in most cases not be large. 

From the accompanying map, Fig. 9, and 
graphs, Figs. 10 a. b. c. and 11 a. and b., it is 
believed that the following conclusions are 
warranted: 

That the producing area can be divided into 
several sub-areas in each of which the normal 
temperature and geothermal gradient is dif- 
ferent from the normal temperature and geo- 
thermal gradient of the others. 

That the gradient tends to steepen with in- 
creasing depth of the oil sand. 

That the gradient tends to steepen with the 
increasing productivity. 

That the gradient tends to be steeper in the 
later wells drilled in a given area. 

That there is a tendency for the later wells 
to be slightly deeper than the earlier wells. 

That within the productive zone, depth has 
little influence on productivity. 

The map, Fig. 9, shows the areal distribution 
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of the gradients. In the area north of the 
Japhet lease in the north of the Hogg subdi- 
vision the gradients tend very closely to i50 
feet per degree. . 


In the main part of the productive area of 
the southeast field, the gradient tends to be be- 
low 110 feet per degree. Of the exceptions, the 
gradient in three cases is so exceptionally low 
that it would seem probably to reflect some 
abnormality and the others are mostly not 
far from 110 feet. The higher limit* for the 
gradient would seem to be around 80 feet 
per 1° F. 

The Arnold tract and part of the west edge 
of the Hogg subdivision seem to tend to have 
a very much higher gradient. In more of the 
cases where the data is available is there a 
gradient below 100, only one case below 110, 
and in most of the cases the gradient is above 
130. The situation would seem to suggest 
very strongly that the normal gradient is dif- 
ferent for the Arnold tract and for the main 
part of the productive field. In the new or 
north pool, there is much variation in the 
gradient, but it would seem to tend to be 
slightly higher than in the southeast pool. 

The graphs of the gradient plotted against 
depth is shown in Fig. 10a for the main south- 
east field and the Arnold tract. The points 
for the Arnold tract and for some of the im- 
mediately adjacent wells of the Hogg sub- 
division that seem to belong to the same sub 
area are specially marked. With the exception 





‘Note that the lower gradient has numerically the 
higher value. 


53 


of the points representing Hogg 40 and three 
points with the abnormally low gradient, the 
points of the main producing area fall withia 
a narrow ovate area whose axis dips at the 
rate of 5 feet per 1° F. per 100 feet of depth. 


The graphs of the mean gradient per 100 
feet is shown by the line. In figuring these 
means the points representing the gradients 
in the Arnold sub area and the very abnor- 
mally low gradients were neglected. The in- 
clination of this line of means seems to indi- 
cate that within the main producing field, the 
gradient deepens with the depth of the pro- 
ducing sand. The points representing the Ar- 
nold sub area are widely scattered and if any- 
thing would seem to indicate the reverse ten- 
dency, that the gradient lessens in depth, but 
the points are too few to warrant conclusions. 


Fig. 10b shows the geothermal gradicnt plot- 
ted against the data of completion of the well 
for the main producing field and the Arnold 
sub area. The distribution of the points. is 
much more scattered than in the preceding 
graph, but if the points of the Arnold sub 
area, of the Gulf Production Company’s two 
W. C. Hogg wells which are really beyond 
the limits of the main productive area, of The 
Texas Company’s 40 Hogg which is on the 
outer edge of the area, and of four wells which 
have a very exceptionally low gradient, are 
neglected the points are rather symmetrically 
located around a medium line sloping at the 
rate of about onc foot per 1° F. per month. 
The distribution of the points of the Arnold 
sub area shows a similar tendency, but the 


points are too few to warrant any conclusions. 
(Continued next week.) 





The Reliable 


Pumping Power 


ignition. 








A combined engine and geared power, all gears within bed-plate, two cranks to connect 
pull lines, will pull load equal to four one thousand foot wells, when properly balanced. 
Regularly equipped for gas with hot tube ignition; also for gas or gasoline with wico 
Over 1000 in actual field operation. 


H. M. SPENCE, Parkersburg, W. Va. 


Manufactured and sold by 











placing on pump in 4 hours. 
job, 4 hours’ time, 2% gallons gas.” 


Built in two sizes: 





Paggi Bros. Oil Co., Beaumont, Texas, write us as follows: 


“On wells 1250 feet deep, one crew pulled rods and tubing, 
Rod jobs, moving to wells and 
pulling, placing on pump 1 hour. Fuel consumption on tubing MYRICK MACHINE 


15 H. P.— 6x20” Spool. 
30 H. P.—10”x28” Spool. 
Tractor or Truck Mounted 
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Pulling 
Machine 


Pulls Rods and 
Tubing 


Saves Time 
and Money 


COMPANY 
Olean, N.Y. 
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Steve Farish President of 
Merged Drilling Company 


Houston, Texas, Feb. 4.—Farish, Watts & 
Collins, Inc., is the title of a new drilling con- 
tracting firm formed by the merger of the 
E. E. Watts Drilling Company interests and 
the drilling contracting firm of J. A. Collins, 
together with the addition of Steve P. Farish, 
who, until his resignation to accept the presi- 
dency of the new drilling contracting firm, has 
been general superintendent of production for 
the Humble Oil & Refining Company. 

The new company, with headquarters at 
Houston, which is composed of men who are 
known to oil producers all over Texas, Louis- 
iana, Arkansas and Oklahoma, is capitalized 
at $400,000. S. P. Farish is president, E. E. 
Watts is vice president, J. A. Collins is vice 
president and L. T. Anderson is secretary and 
treasurer. 

The company’s charter will permit it not 
only to drill wells under contract, but to own 
production and operate oil producing proper- 
ties. At the present time it has between 12 
and 15 strings of tools which include both 
rotary and cable tools. 

Steve P. Farish, one of the numerous Farish 
brothers who have been in the oil business in 
Texas since the days of Spindle Top, has been 
general superintendent for the Humble Oil 
& Refining Company for several months. Prior 
. to that time he was divisional superintendent 
for the company in charge of its West Texas 
operations with headquarters at Cisco. 

E. E. Watts, one of the vice presidents of the 
company, formerly was superintendent for the 
Texas Company and Gulf Company at Humble 
and was later with the Humble Oil & Refining 
Company as field superintendent at West Co- 
lumbia. He has been in the contracting busi- 
ness now for the last two or three years, op- 
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erating under the name of the E. E. Watts 
Drilling Company. 

J. A. Collins, the other vice president, has 
been a driller and contractor for the last six 
or seven years and is well known as a success- 
ful contractor and driller. 

L. T. Anderson, secretary-treasurer of the 
company, formerly held a similar position with 
the E. E. Watts Drilling Company and was 
private secretary to W. S. Farish and R. L. 
Blaffer prior to his connection with the E. E. 
Watts Drilling Company. He also is well 
known to the oil producers of the southwest. 





A number of important facts have been es- 
tablished in the study of the oxygen bomb 
method for determining sulphur in petroleum 
and its products, which has been made by the 
Bureau of Mines at the Pittsburgh experiment 
station. The theoretical basis for these facts 
is yet to be determined. 





Fort Worth, Texas, Feb. 4.—J. W. Sibley, of 
J. W. Sibley & Company, has purchased from 
the Kentucky Company the D. G. Vick and E 
Milam leases comprising 160 acres in the Elias- 
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ville district of Stephens County, Texas. 
There are nine producers on the property 
making approximately 1100 barrels daily. No, 
1 Vick came in at 4200 barrels and No, 8 
Milam came in December 3 at 800 barrels. Mr. 
Sibley says he plans on drilling five additional 
wells on this property and states that he is 
now making arrangements to erect an absorp- 
tion gasoline plant on same. 





Pawhuska, Okla., Feb. 6.—The next Osage 
oil lease sale will be held here on Thursday, 
March 2, according to an official announce- 
ment from the office of the Department of the 
Interior. 

A total of 37,184.20 acres will be offered at 
the sale of which 3,634.20 acres are located 
west of range 8 Bulletins have not been is- 
sued yet giving the exact location of the 
tracts. 





Houston, Texas, Feb. 6.—The regular semi- 
annual dividend of $3 a share on preferred 
stock has been declared by the Houston Oil 
Company, payable January 31 to stock of rec- 
ord January 20. 


When in the market for new 
tank cars, look up the records of 
various cars in service. Service 


records are the strongest argu- 
“sf = , fT 
Car Foundry” Tank 


ments for 
Cars. 


Always get a “Car Foundry” 
quotation. 


American Car and Foundry Company 
165 Broadway, New York 94 
Ry. Exchange Bidg., Chicago 915 Olive St., St. Louis 














CUT OIL SUMP 





foreign patents. 





TRET-OULITE 





PUMP MIXER 


TretO-lité 


YOUR OIL 


Best process for recovering pipe line oil from Cut Oil, Tank Bottoms and other Crude Oil emulsions. 


PROCESS PATENTED 


NOTE:— The Barnickel processes for treatment of Cut Oil, Tank Bottoms and other Petroleum emulsions by the use of chemical 
agents are protected by valid process patents issued by the United States Patent Office and sustained in the Federal Court. 


The chemical compounds manufactured and sold by us under the trade mark Tret-O-litE are most efficient for practicing the Barnickel processes. 


The purchaser of Tret-O-litE ie licensed to practice the Barnickel patented processes to the extent permitted by the quantity of Tret-O-litE purchased. 
He is not licensed to use any other chemical covered by the Barnickel patents either alone or with Tret-O-litE. 


WM. S. BARNICKEL & CO. 
ST. Louis. Mo. 


GUN BARREL 





aonter— 
enna: 


PIPE LINE OIL 


Simple, Efficient and Economical. 


They are also protected by 
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Hughes alloy nickel, heat treated 
tool joints at the list price 
of ordinary carbon steel 


joints. 
Wragg ae. —Why not get the best, the cost 
tool joints is the same—specify Hughes 
HUGHES TOOL CO. 


HOUSTON, TEXAS 




















—HUGHES, the most extensively and 
widely used of all tool joints— 
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Decrease in New Work in Fields 
East of the Mississippi River 


ONTPELIER, IND., Feb. 6.—A re- 
view of the high-grade petroleum 
fields east of the Mississippi River for 
the week shows a heavy decrease in 
development work, due to the extreme cold 
winter weather prevalent in all the producing 
districts covering the vast area of territory. 
The extreme cold is felt in the field of Southern 





Kentucky, where much suffering has been 
caused, the cold being exceptional there. The 


prospects for a revival of development work 
are not very good and littl new work will 
be started up until weather conditions show 
an improvement. 

Were it not for the work that is doing in 
the shallow Kentucky fields, the showing in 
the eastern fields would be rather slim. This 
shallow sand is located in Western Kentucky 
around Bowling Green, Scottsville, Franklin 
and Glasgow, and has proven a big source of 
income to the land owners, for they raise 
very little in the way of crops for market, 
although Bowling Green is one of the large 
strawberry markets of the country. What is 
destined to make the Warren County and other 
adjoining counties oil products valuable, is the 
fact that along with the shallow amiber sand 
which has proven so productive comes a lower 
sand, below the cap rock, that while not as 
productive shows excellent staying qualities. 
Even small strippers in territory of this kind 
remain profitable after the flush is off the 
wells. 

Oil operators all over the country are talk- 
ing a decrease in the price of crude, and it can 
be heard in every hotel lobby and on the 
streets, and this does not help along the in- 


drstry, for prices of crude will change what- 
ever way supply and demand calls for. There 
is @ vast amount of crude being brought to 
the surface in the new fields, like Mexia, 
Texas, and Haynesville, in Northern Louisi- 
ana, but outside of that there is nothing alarm- 
ing, for there is' no telling when the big pro- 
duction in the two gusher fields will com- 
mence to slump, and when they do, they will 
go fast, as has been the case in all gusher 
fields since the early days of the famous Ohio 
and Indiana fields, back. thirty years ago. 
Foreign markets are improving quite rapidly, 
meaning that a vast amount of oil products 
must be purchased from this country, some- 
thing that has not been the case for the past 
few years. The market value of crude may 
go either way in price, but not enough to do 
any harm from a developing point of view, 
The wells for the week in the high grade 
fields east of the Mississippi river were dis- 
tributed among the various fields as follows: 


Comp. Prod. Gas Dry 

Pennsylvania . ..... 3 3 2 0 
West Virginia ...... 30 150 16 4 
Southeastern Ohio .. 11 68 4 3 
Central Ohio ....... 7 27 2 0 
Northwestern Ohio “4 20 0 0 
es ee ee 7 221 (0) l 
Le ee ee eee 2 4 0 1 
Eastern Kentucky .. 12 125 0 0 
Western Kentucky .. 34 830 : 4 
Tennessee . ........ 8 15 1 6 
fi OS ERR ae ee ees 116 1436 27 19 
Previous week aan 1949 72 43 
Difference .. 2c)... 107 486 45 24 
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The above wells were distributed by coun. 
ties and disthicts in each field, for the week, as 
follows: 


Pennsylvania—Washington, 2 wells, one gas, 
3 barrels; Allegheny, one dry hole. 


West Virginia—Ritchie, 7 wells, 6 gas, 12 
barrels; Calhoun, 4 wells, 2 gas, 25 barrels; 
Tyler, 4 wells, 3 gas, 2 barrels; Marion, 2 
wells, one gas, 2 barrels; Pleasants, 2 wells 
1 dry, 2 barrels; Wood, 2 wells, 1 dry, 2 bar- 
rels; Wetzel, 2 wells, 1 gas; Gilmer, 1 well, 70 
barrels; Doddridge, 1 well, 25 barrels; Clay, 


1 well, 10 barrels; Lincoln, Harrison, sraxton, 
one gas well each; Jackson, 1 dry hole. 


Southeastern Ohio—Washington, 9 wells, 2 


dry, 4 gas, 63 barrels; Coshocton, 1 well, 5 bar- 
rels; Monroe, 1 dry hole. 


Central Ohio—Knox, 3 wells, 1 gas, 8 bar- 
rels; Hocking, | well, 15 barrels; Medina, 1 
well, 2 barrels; Holmes, 1 well, 2 barrels; 
Perry, 1 gas well. 

Northwestern Ohio—Von Wert, 2 wells, 20 
barrels. 

Indiana—Pike, 3 wells, 154 barrels; Jay, 1 
well, 60 barrels; Delaware, 1 well, 5 barrels; 
Randolph, 1 well, 2 barrels; Huntington, 1 dry 
hole. 

Illinois—Crawford, 1 well, 4 barrels; Clark, 
1 dry hole. 

Eastern Kentucky — Johnson-Magoffin, 7 
wells, 101 barrels; Wayne, 3 wells, 7 barrels; 


Lee, 1 well, 15 barrels; Lawrence, 1 well, 2 
barrels. 
Western Kentucky—Warren, 23 wells, 1 


dry, 710 barrels; Allen, 9 wells, 3 dry, 120 
barrels; Barren, Larue, one gas well each. 


Tennessee—Robinson, 4 wells, 1 gas, 3 dry; 
Montgomery, 1 well, 15 barrels; Dickson, Scott 
and Humphries, one dry hole cach. 
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The standard Pump tor 
Crude Ojuls, Asphalts, 
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Bessemer Type IV 
Oil Engine 

Firmly established in its 
popularity, the Bessemer 
Type IV _ with enclosed 
crank case, cross-head con- 
struction, patented com- 
bustion chamber, and 
other features, is without 
an equal for economical 
trouble-free performance. 
Built in single cylinder 
types up to85H.P. Twin 
cylinders up to 180 H. P. 


_— 


Bessemer Type VIII 
Direct Gas Engine 
Driven Compressor 


This Bessemer Type VIII 
compressor is the virtual 
backbone of the natural 
gasoline industry. Ap- 
proximately 90% of the 
machinery in this industry 
is Bessemer-built. 





Bessemer Type O.D. 
Oil Engine 

A convertible engine for 
burning either oil or gas, 
requiring only slight 
change in equipment. De- 
signed to meet the needs 
of the oil field. A proper 
engine for installation 
where a failure of natural 
gas threatens. 
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Bessemer Users 


The first man said: 


“We set up a brand new Bessemer 25 H. P. over 
on the Curtis property last month, turned her over 
just twice and on the second turn she kicked in and 
started. It was the first time I had ever been on hand. 
at installing a new Bessemer and it was the first time 
I ever saw any new engine start in so easily.” 


—And the second, only three-quarters of a mile away, 
reported: 


“No, I’ve never had any trouble with this engine 
but I’ve only been here a few years. This baby is 
probably twelve years old.” 


The first week or the twelfth year—it’s all the same in 
Bessemer performance. 
For 22 years we have built machinery to meet every power need 


in the oil industry. Let us know your requirements and we will 
be glad to send you the right catalogue. 


THE BESSEMER GAS ENGINE COMPANY 
60 YORK STREET GROVE CITY, PA, 


Service Branches in the Principal Production Centers 
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Kansas Wildcats 


(After the first report, wells shut dowy, rigs and lo- 
cations will be eliminated until further operations are 
begun.) 

RARBER COUNTY-—Intersea Service Corp.’s No. 1 
Elsea, SW 27-32-14w, rig up. 

HARVEY COUNTY—Can et al’s No. 1 Hickerson, 
SW 4-24-le, dr 2470 ft. 

SEWARD COUNTY—Seward County Oil & Gas Co.’s 
No. 1 Sealey, NW 20-33-33w, dr 2000 ft. 

SUMMER COUNTY-—Stanley, Kimmel & Ralston’s 
No. 1 Doe, SE 27-34-2w, fsh 350 ft. 

WALLACE COUNTY—Chas. A. Garber’s No. 1 Rob- 
idaux, SW 31-11-38w, dr 2000 ft. 


| : Arkansas Wildcats 


COMPLETION 


Drew County—Drew County Oil & Gas Co.’s 
No. 1 McCoy, 19-12-6, junked and abn, 1830 ft. 























ARKANSAS COUNTY—Ark. Oil Lease Dev. Co.’s 
No. 1 Griffith, sd. Gillett Oil & Gas Co.’s No. 1 
Rose, 11-7-4, sd 2250 ft. L. P. Johnson et al’s No. 1 
Cleaner, 17-3-5, dr 2520 ft. 

BRADLEY COUNTY — Bainbridge et al’s No. 1 
Blankenship, 20-12-9, sd. Mann et al’s No. 1 Southern, 
26-12-11, dk. 

CALHOUN COUNTY—Calhoun Co. O. & D. Co.’s 
No. 1 Heausheyer, 16-11-13, rigging up. 

CLARK COUNTY—Ark. Oil Co.’s No. 1 Barringer, 
28-20-19, sd 2400 ft. W. C. Wilson’s No. 1 Clark, 16- 
10-21, sd 2050 ft. Richardson Oil Co.’s No. 1, Marshall, 
28-20-9, sd. 

CLEVELAND COUNTY—Success Drilling Co.’s No. 
1 Elliott, 34-8-10, sd. 

COLUMBIA COUNTY—American O. L. Co.’s No. 1 
Nicks, 21-16-22, dk. Columbia Oil & Gas Co.’s No. 1 
Hall, 11-15-20, sd; 2 Hall, rigging up. Grand Prairie 
Oil Co.’s No. 1 Gantt, 14-17-22, dr 2060 ft. Guy Cox’s 
No. 1 Davis, 14-18-21, dr 1460 ft. Hercules Oil Synd.’s 
No. 1 Wise, 29-18-21, sd 1370 ft. Miller et al’s No. 1 
Brown, 10-17-20, dr 2000 ft. Pure Oil Co.’s No. 1 Web- 
ber, 33-15-20, dr 1800 ft. Russell et al’s No. 1 Wessle, 
17-19-19, fsh 2365 ft; 1 Flint, 3-20-20, rigged. G. W. 
Stough’s No. 1 Brown, 28-18-20, sd 390 ft. Tate et al’s 
No. 1 Booth, 34-16-9, dk. 

DALLAS COUNTY—Burns trustees’ No. 1 Wiscon- 
sin Lbr. Co., 27-7-17, set 10-in, 1250 ft. 

DREW COUNTY—RBailey & Christian’s No. 1 Neider- 
inghaus, 24-13-8, rigged. Busey et al’s No. 1 Richard- 
son, 29-11-7, dr 2920 ft. Clark & Hunt’s No. 1 Wise, 
18-13-8, dk. Dun-Mar Petroleum Co.’s No. 1 Hardy, 
7-13-7, sd. Kentucky Oil Co.’s No. 1 Morgan, 31-13-7, 
dk. Wilmar Oil & Gas Co.’s No. 1 Montgomery, 26- 
12-8, dr 700 ft. Steinke Oil Co.’s No. 1 ft, 23-13-17, dk. 

GRANT COUNTY—Brothers Oil Co.’s No. 2 Craw- 
ford, 16-4-13, sd 2240 ft. Harry Winters et al’s No. 1 
Kelly-Lamb, 25-6-15, fsh 2150 ft. McGee Tetter & Eng- 
lish’s No. 1 Cargile, 26-5-12, sd 90 ft. 

GREEN COUNTY—Preston Oil & Gzs Co.’s No. 1 
Love Lady, 30-18-5, dr 1250 ft. 

HEMPSTEAD COUNTY—Anderson et al’s No. 1 
Mason, 7-11-24, sd. Continental Oil Co.’s No. 1 Brown, 
23-13-24, sd 510 ft. Ga-Ark Oil Synd.’s No. 1 Nitthell, 
16-11-24, sd 1850 ft. Yates et al’s No. 1 Henry, 30-13-23, 
dr 2750 ft. 

HOT SPRINGS COUNTY—Malvern Oil & Dev. Co.’s 
No. 1 J. K. Hall, 34-5-17, dr 1030 ft. Blayne Hol- 
comb’s No. 1 Delaney, 24-4-16, dr 720 ft. Lish et al’s 
No. 1 Manning, 34-4-17, dr 650 ft. 

JEFFERSON COUNTY—Ark. Oil Corp.’s No. 1 Phil- 
lips, 2-5-8, r 970 ft. Hall & Smith’s No. 1 Nick’s, 8- 
6-6, sd. Jefferson County Oil & Gas Co.’s No. 1 Nev- 
ens, 22-4-10, sd. 

LAFAYETTE COUNTY—Wonderland Oil Corp.’s 
No. 1 Journey, 20-15-25, rigged. 

LITTLE RIVER COUNTY—Brookshear et al’s No. 
1 Toole, 2-12-31, sd. Grote et al’s No. 1 fee, 2-14-30, dr 
1430 ft. Red River Valley Oil & Gas Co.’s No. 1 


1420 ft. Red River Valley Oil & Gas Co.’s No. 1 
Toland-Taylor, 29-13-29, sd. Roberts et al’s No. 1 
Hall, 22-13-29, sd 1370 ft. Sullivan Oil Synd.’s No. 1 
Ellis, 15-11-32, sd 2110 ft; 1 Ludlow, 32-11-32, sd 1990 
ft; 2 Ludlow, 4-11-32, dr 2050 ft. 

LONOKE COUNTY—Ark. Oil Corp.’s No. 1 Scrog- 
gins, 17-2-9, set 4%4-inch 2840 ft. 

MILLER COUNTY—Primero Oil Co.’s No. 1 Bed- 
land, 2-16-28, dr 1720 ft. Welsh Oil & Gas Co.’s No. 1 
Steed, 21-18-16, trying to pull cas to reset. Central 
Coast Oil Co.’s No. 1 Mann, 22-15-16, set 4%4-inch 2840 
ft: 

NEVADA COUNTY—Brown et al’s No. 1 Smith, 7- 
15-22, dk. Jarrett & Hoskin’s No. 1 Johnson, 9-15-21, 
set 6-inch 2370 ft. Karnack Oil Co.’s No. 1 Luck, 16- 
13-21, sd. Shaw et al’s No. 1 Russell, 31-13-23, sd 
2600 ft. 

OUACHITA COUNTY-—Stephens Oil & Gas Co.’s 
Nos. 1 Brewer, 27-15-19, to test 2160 ft; 1 Davis, 23-15- 
19, sd. Southern Oil Co.’s No. 1 Patterson, 22-12-19, 
dr 2070 ft. Straughan & Crawford’s No. 1 Rex, 23-12-19, 
dk. Lumberman Oil Co.’s No. 1 Crutcher, dr 350 ft. 

PIKE COUNTY—Pike County Oil & Gas Co.’s No. 
1 Amity, 28-5-23, rigged up. 

PULASKI COUNTY—Ark River Oil & Dev. Co.’s 
No. 1 J. L. Atkins, 32-2-11, dr 650 ft. 

SEVIER COUNTY—Miller et al’s No. 1 Coulter, 30- 
9-29, sd 2050 ft. 

ST. FRANCIS COUNTY—Jennings Synd.’s No. 1 
Whitted, 28-4-1, fsh 2270 ft. 








Louisiana Wildcats 





COMPLETIONS 


Bienville Parish—Lakeside Oil Co.’s No. 3 
State, 1-16-10, abn 2540 ft. 


Ouachita Parish—Southern Carbon Co.’s No. 
5 Fee, 7-19-5, 24,000,000 cu ft gas 2130 ft. 

Webster Parish—Lloyd Harris et al’s No. 1 
Pine Woods Lumber Co., 34-21-11, 15,000,000 
cu ft gas 2690 ft. 


ASSUMPTION PARISH—Pierre Parre Oil Co.’s No. 
1 Simmineaux, 36-12-12, sd. 

BEAUREGARD PARISH—H. M. T. Oil Co.’s No. 
1 Holloman, 17-3-10, dr 1500 ft. Southwest Louisiana 
Dev. Co.’s No. 1 Lassiter, 1-4-12, sd 1080 ft. 


BIENVILLE PARISH—Hodge-Hunt’s No. 1, 16-15-4, 
set 8-inch 1620 ft. Planters Oil & Mineral Co.’s No. 1 
Enloe, 24-14-6, sd 2940 ft. Texas Interstate Oil Co.'s 
Nos. 1 Atkins, 6-17-5, dk; 1 Beard, 33-18-5, dk; 1 Caskey, 
4-18-5, sd 2806 ft; 2 Caskey, 8-18-5, dk; 1 James, 8-18-5, 
sd 1000 ft. 

CAMERON PARISH—Cameron Oil Co.’s No. 1 Lit- 
tle, 28-12-10, sd. Gulf Gardner & Noble’s Nos. 1 Elen- 
der, 28-10-12, dk; 1 Starks, 2-15-15, dr 3385 ft. 

CATAHOULA PARISH — Rowe-O’Donnell’s No. 1 
Cleisen, 5-10-8, dk. Green et al’s No. 1 McMillan, 22- 
8-6E, sd. 

EVANGELINE PARISH — Amerada-Invincible Oil 
Co.’s No. 1 Crowell & Spencer, 26-3-1, whipstocked at 
3500, dr 3650 ft. 

FRANKLIN PARISH—Burrell Trustee’s No. 1 Gil- 
bert, 17-12-8, dk. 

IBERIA PARISH—Collery et al’s No. 1 MclIllhenny 
19-13-6E, dr 1490 ft. Guidros & Billeaud’s No. 1 Bol- 
liver, 12-7, sd. 

JACKSON PARISH—Jackson-Lincoln Oil Co.’s No. 1 
Kavanaugh, 34-17-3, sd 1810 ft. 

JEFF DAVIS PARISH—F. I. Getty’s No. 1 Todd, 
27-9-5, sd 3300 ft. 

MOREHOUSE PARISH—Imperial Pet. Co.’s No. 3 
Allison, 40-20-5, sd 1700 ft. Morris Trustee’s rigging up; 
6 Crossett, 20-22-5, dr 1400 ft; 7 Crossett, rigging up; 
2 Tensas, 22-26-7E, set 6-inch, 2150 ft. Ridge & Mc- 
Laughlin’s No. 2, 29-23-8E, rigging up. Tronscontinental 
Oil Co.’s No. 1 Wyman Lumber Co., 1-18-5, sd 2715 ft. 
United Carbon Co.’s No. 1 Harris, 17-20-5, dr 8-inch 
plug, 1008 ft. 

NATCHITOCHES PARISH—Planters O. & M. Co.’s 
No. 1 Ayers, 3-13-7, sd 3710 ft. Page et al’s No. 1 
Brown, 6-8-9, rigging up. 

OUACHITA PARISH—Atlas Oil Co.’s No. 1 West 
Va., 34-19-5, fsh 2240 ft. Bell Oil Company’s Nos. 1 


Brooks, 35-17-3, dk; 1 Thomas, 24-18-4, dk. Brunnett & 
Julian’s No. 1 Miller, 19-18-14, dr 240 ft. Hall Oi Co.'s 
No. 1 Richardson, 25-18-1E, dk. Hansen Oil Co.’s No, } 
Hansen, 17-15-4, sd. Morris & Quigg’s No. 2 Grayling, 
22-16-3E, sd. Southern Carbon Co.’s Nos. 6 Fee, dr 1199 
ft; 7 Fee, rigging up; 8 Fee, dk. Unit Leasing Co's 
No. 1 Daniels & Barnes, 2-21-7, dk. 

RAPIDES PARISH—Alexandria Oil & Gas Co.’s No, 
1 Archinaud, 23N-2W, sd. 

RICHLAND PARISH—Mangham Oil & Gas Co's 
No. 1 Baker, 4-15-7E, sd 2840 ft. Sebring Oil Co.'s No, 
1 Richardson, 5-18-10, sd 1870 ft. 

SABINE PARISH—Gay et al’s No. 2 Bowman Hicks, 
15-7-12, set 8-inch 375 ft. Mississippi Oil & Gas Co.'s 
No. 1 Giauque, 10-7-13, sd 600 ft. Zwolle Oil Co.’s No, 
1 Sabine Lumber Co., 14-7-12, len. 

ST. LANDRY PARISH—Opelousas Dev. Co.’s No, 1 
Thomas, 138-6-4, sd 2510 ft. 

ST. MARYS PARISH—Peters & Reed’s No. 2 Avoca 
Island, 31-16-13, sidetracking, 3100 ft. 

TERREBONNE PARISH—Terrebonne and Southern 
Dev. Co.’s No. 1 Bayou Cane Land, 67-16-16, sd 200 ft. 
Foundation Oil Co.’s Nos. 5 Lirete, 33-19-19, sd; 1 
Smith, 23-19-19, set 10-inch 390 ft. 

UNION PARISH—Crawford & Sebastian’s No. 1 
Ramsey, 29-21-1E, set 6-inch, 2355 ft. Homer-El Dorado 
Oil Co.’s No. 1 Clark, 17-23-1E, sd. 

WEBSTER PARISH—C. E. Brewer et al’s No. 1 
Giles, 12-23-11, dr 1215 ft. W. M. Burkhalter’s No. 1 
Fee, 29-19-8, dr 1660 ft. Carmody & Lide’s No. 1 Shaw, 
24-23-9, tested dry, 2780 ft, dr deeper. A. J. Ducote 
et al’s No. 1 Woodward, 30-18-8, tested dry 1880 ft. 
Fullilove & Wadley’s No. 1 Martin, 12-22-10, rigging up. 
Goldman Synd.’s No. 1 Spencer, 5-21-9, sd. 
Bros.’ No. 1 Hudson, 17-19-10, dr 80 ft. La-Miss Oi 
Co.’s No. 1 Denman, 1-22-11, sd. Union Railway Oil 
Men's Association’s No. 1 Sikes, 34-22-9, sd. Red Rock 
Oil & Gas Co.’s No. 2 Haynes, 10-23-9, sd. Louisiana 
Oil & Ref. Co.’s No. A-2 Gleason, 18-22-9, set casing 
2525 ft. V. K. F. Drilling Co.’s No. 1 Young, 32-22-10, 
dr 625 ft. Munroe Synd.’s No. 1 Adkins, 25-21-11, 
testing 1170 tt. 

WEST FELICIANA PARISH — Tunica-Homer Oil 
Co.’s No. 1 McLean, 45-23-2E, standing 2490 ft. 

WINN PARISH—Gulf Ref. Co.’s No. 1 Southern 
Mineral Co., 30-11-3, dr 2025 ft. William Cady’s No. 1 
Edenborn, 31-10-3W, sd; 3 Edenborn, 26-9-4, dr 3140 ft 


Kennedy 





Oklahoma Wildcats 











NEARING COMPLETION 


Grant County—Western States Land Co.'s 
No. 3 Stewart, SE 22-27-3w, topped sand 3310- 
3345 ft, dr and making 10 bbls every three 
hours. 


(After the first report, wells shut down, rigs and lo- 
cations will be eliminated until further operations are 
begun.) 

BECKHAM COUNTY—Twin Hills Oil & Gas Co.'s 
No 1 George, SW 15-9-23w, dr 1980 ft. 

CANADIAN COUNTY—W. D. Caldwell’s No. 1 
Landrum, SE 33-11-5w, dr 500 ft. 

CUSTER COUNTY~—J. M. Nation et al’s No. 1, SE 
27-17-l6w, bldg rig. 

GRADY COUNTY—Magnolia Pet. Co.’s No. 1 Long, 
SE 33-5n-7w, dr 3060 ft. Transcontinental Oil Co.’s No. 
1 Keither, SE 21-3n-7w, dr 2340 ft. 

GRANT COUNTY—Tom Slick et al’s No. 1 Senset, 
NW 23-28-5w, fsh tools, 2060 ft. National Ref. Co. et 
al’s No. 1, NW 15-27-4w, dr 725 ft. Western States Oil 
Co.’s No. 1 Howell, SW corner 14-27-3w, timbers; 1 
Stewart, SE 22-27-3w, old well deeper, fsh 2705 ft; 3 
Stewart, SE 22-27-3w, 10 bbls every three hours, d rin 
sand, 3348 ft. Blackwell Oil & Gas Co.’s No. 1 Lane, 


NE 22-27-3w, old well deeper, dr 2625 ft; 2 Martin, SW 
23-27-3w, old well deeper, dr 2100 ft. Oklahoma Natural 
Gas Co.’s No. 1 Crooch, NW 23-27-3w, old well deeper, 
ur 2632 ft. Schonwaldt & Curley’s No. 1 Martin, SW 
23-27-3w, old well deeper, cas trouble, 2666 ft. [Lynch & 
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GEOLOGISTS 











Samuel J. Caudill 


Geologist - Petroleum Engineer 
Valuation - - Depletion 


For Financial and Income Tax Purposes 


Suite 801 Cosden Bldg. Tulsa, Okla. 








ALEXANDER DEUSSEN 
CONSULTING GEOLOGIST 


Reports—Appraisals—Management 
Texas and Louisiana Oil Properties 


504 Stewart Bldg. Houston, Texas 








DOZIER PETROLEUM COMPANY 
H. M. DOZIER, MANAGER 
Marketers of Petroleum Products 


411 Southwestern Life Bldg. Y2719 
DALLAS, TEXAS 








H. D. EASTON 


OIL GEOLOGIST AND MINING 
ENGINEER 


304-5-6 Ardis Building 
Shreveport Louisiana 








DORSEY HAGER 
PETROLEUM GEOLOGIST AND ENGINEER 
Geological Examinations 


Appraisals and Valuations 


Pacific-Finance Building, Los Angeles 
$22 Fifth Avenue, New York 








A. S. HENLEY 
Petroleum Engineer and Geologist 


Operation, management and geological re- 
port on properties. 


417 Carter Bldg. Houston, Texas 








ROBERT T. HILL 
GEOLOGIST 


612 American Exchange Building, Dallas, Texas 


623 North Central Avenue, Glendale, Calif. 
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EDWIN B. HOPKINS 


CONSULTING GEOLOGIST 
Examinations and Appraisements of 
Petroleum Properties 


25 Broadway 
NEW YORK CITY 











GEO. C. MATSON 


Petroleum Geologist and Engineer 
Geological Surveys 
Appraisals for Taxation or Financing 


Osage 2049 Phones Osage 1833 
408 Cosden Bldg. Tulsa, Okla. 
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Clements’ No. 1 Danford, NE 35-26-3w, moving in tools. 
Dingeé et al’s No. 1 Stockton, SW 26-26-3w, rig. 

HUGHES COUNTY—Noco Pet. Co.’s No. 1 Nelson, 
NW 9-4n-7e, dr 1050 ft. 

LINCOLN COUNTY—Shaffer Oil & Ref. Co.’s No. 
2 Sharrum, NW 5-17-4, ur 1040 ft. Oklahoma Prod. & 
Ref. Corp.’s No. 1 Dohlke, SW 32-17-5, old well deeper, 
dr 4100 ft. 

LOGAN COUNTY—Olsen & Jones’ No. 1 Wells, SE 
26-18-4, timbers. Roxana Pet. Corp.’s No. 1 Cole, NW 
24-17-2w, ur 3893 ft. 

LOVE COUNTY—Parsons et al’s No. 1 Nalian, NE 
24-6s-3w, dr 800 ft. 

McCLAIN COUNTY—tTranscontinental Oil Co.’s No. 
1 Fleming, NE corner 14-5n-4e, fsh cas, 2880 ft. Doans 
Pet. Co.’s No. 1 Cook, NE 20-5n-4e, dr 2700 ft. 

MURRAY COUNTY—Corn Huskers Oil Co.’s No. 1 
Wold, SW 16-1n-2e, dr 800 ft. 

OKLAHOMA COUNTY—Engineers Pet. Co.’s No. 1 
Williams, NE 13-14-2e, dr 3035 ft. 

PUSHMATAHA OUNTY—F. G. George’s No. 1 Mc- 
Gee, NE corner 31-3s-15e, dr 1050 ft. 

ROGER MILLS COUNTY—Porter Lease Synd.’s No. 
1 Kimball), SE 28-14-23w, dr 2172 ft. 

WASHITA COUNTY—Enid Garber Oil Co.’s No. 1 
Wilkinson, NE 20-8-l6w, dr 1025 ft. 

WCODWARD COUNTY—Enid Standard Oil o.’s 
No. | Holloway, NW 34-25-19, cementing casing, 3160 ft. 


2 exas Panhandle Wildcats | 


(NOTE—The drilling report below does not show 
wells that are shut down indefinitely.) 

CARSON COUNTY—Capital Pet. Co.’s No. 1 Pur- 
vine, sd 3000 ft. Gulf Prod. Co.’s No. 1 Burnett, sd 
2760 ft. Humble Oil & Ref. Co.’s No. 2 Burnett, dr 1040 
ft. Silk et al’s No. 1 Burnett, dr 625 ft. The Texas 
Co.’s No. 1 Burnett, dr 440 ft. 

CHILDRESS COUNTY—Burk et al’s No. 1 Howell, 
sd 1550 ft. Childress-Duluth Oil Co.’s No. 1 Clutts, sd 
3900 ft. Webster Oil Co.’s No. 1 Smith, sd 2500 ft. 

COLLINGSWORTH COUNTY — Campbell et al’s 
No. 1 Stokely, dr 650 ft. 

DONLEY COUNTY—Atlanta Oil & Dev. Co.’s No. 
1 Grogan, ur 2650 ft. N. Y. Crane’s No. 1 Bugbee, sd 
3550 ft. 

HALE COUNTY—Bledsoe & Son’s No. 1 Richter, sd 
3000 ft. 

HALL COUNTY—Craola Oil Co.’s No. 1 Funston, sd 
1080 ft. Home Peoples Oil Co.’s No. 1 Barnett, sd 1910 
ft. Texas-Virginia Oil Co.’s No. 1 Letts, sd 3265 ft. 
Watchorn Oil Co.’s No. 1 Lindley, fsh 3400 ft. 

HUTCHINSON COUNTY—Coble Haywood Synd.’s 
No. 1 Coble, ur 3500 ft. Gulf. Prod. Co.’s No. 1 Dial, dr 
300 ft. McGee et al’s No. 1 Smith-Cappers, dr $50 ft. 
Panhandle Ref. Co.’s No. 1 Whittenburg, Icn. 

MOORE COUNTY—Shamrock Oil Co.’s No. 1 Sneed, 
dr 3500 ft. 

POTTER COUNTY—Montgomery et al’s No. 1 Mas- 
terson, sd 1700 ft. 

WHEELER COUNTY—Knox Oil Co.’s No. 1 Ketch- 
elhoffer, sd 1200 ft. 











North Texas Wildcats 











(NOTE—The drilling report below does not show 
wells that are shut down indefinitely.) 

ARCHER COUNTY—Ava. Dev. Co.’s No. 1 Culber- 
son, sd 1400 ft. Barton et al’s No. 1 S. M. Gose, rigging 
up rotary. Ford et al’s No. 1 Browning, dr 240 ft. 
Gamble Oil Co.’s No. 1 Reilly, sd 800 ft. Lipe et al’s 
No. 1 Andrews, testing 940 ft. Riner & Bailey’s No. 3 
S. M. Gose, dr 1210 ft. Sun Co.’s Nos. 1 McCarty, sd 
1975 ft; and 1 W. R. Farmer, ur cas, td 1535 ft. Swas- 
tika Oil Co.’s No. 1 Richardson, sd 1350 ft. Texhoma 
Oil & Ref. Co.’s No. 13 Gose, sd 750 ft. 

CLAY COUNTY—Chanpion Oil Co.’s No. 1 Hatfield, 
sd 1840 ft. Gurtin Oil & Gas Co.’s No. 1 Franke, sd 3500 
ft. Junior Oil Co.’s No. 2 Glasco, sd 1850 ft. J. F. 
Mertz’s No. 1 Roddy, sd 1420 ft. 

FOARD COUNTY—Plateau Oil Co.’s No. 1 Beverly, 
sd 2400 ft. Wright et al’s No. 1 Simpson, sd 900 ft. 

GRAYSON COUNTY—Peters Oil Co.’s No. 1 Butch- 
er, dr 1390 ft. Preston Anticline Oil Co.’s No. 1 Mun- 
son, dr 2260 ft. Revere Oil & Gas Co.’s No. 1 Exstein, 
dr 2250 ft. Victory Pet. Co.’s No. 1 Anderson, sd 1160 
ft. 

HARDEMAN COUNTY—Mid-West Pet. Co.’s No. 1 
Mulkey, dr 1990 ft. Nee-No-Shee Oil Co.’s No. 1 Stew- 
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art, sd 2615 ft. Sigler Oil Co.’s No. 1 Wheat, sd 2650 
ft. Walker Oil Co.’s No. 1 Lance, sd 1700 ft. 

HASKELL COUNTY—Glenn Oil Synd.’s No. 1 Rey- 
nolds, sd 1300 ft. 

JACK COUNTY—Ralco Oil Co.’s No. 1 Loving, rig- 
ging up. Roxana Pet. Co.’s No. 1 Williams, sd 4499 ft. 
Silver Star Drilling Corp.’s No. 1 Coker, dr 355 ft. 

WICHITA COUNTY—Boaz et al’s No. 1 G. Hund, 
dr 1720 ft. Cox Realization Co.’s No. 1 Fassett, sd 
1940 ft. Schow Pet. Co.’s No. 2 Parker, set cas 1335 ft. 
Western Crude Oil Co.’s No. 1 Troutman, sd 1800 ft. 

WILBARGER COUNTY—Burton et al’s No. 1 Whar- 
ton, sd 1580 ft. King et al’s No. 1 King, sd 920 ft. 
Pyramid-Royalty Co.’s No. 2 Wharton, dr 2010 ft. Spen- 
cer et al’s No. 1 Waggoner, dr 700 ft. 

WISE COUNTY—Cliffwood Oil & Gas Co.’s No. 1 
Stalcup, sd 720 ft. Flickenger et al’s No. 1 Whatley, 
sd 3200 ft. Hale & Todd’s No. 1 Hoyle, dr 300 ft. 
Keystone Pet. Co.’s No. 1 Askey, fsh 3258 ft.. Wise- 
Commanche-Burk Oil Co.’s No. 1 Spann, sd 2675 ft. 





Washington, D. C., Feb. 6—Amended sched- 
ules for freight rate hearings as announced by 
the Interstate Commerce Commission pro- 
vide for the hearing on asphalt on January 
24 and 25 along with sand and gravel. 

The hearing on petroleum and its products 
which was first scheduled for February 11, has 
been posponed to February 23 and 24. 





GEOLOGISTS 








DABNEY E. PETTY 
PETROLEUM GEOLOGIST 


Examinations, Appraisals and Management 
of Oil Properties 


503 Moore Building SAN ANTONIO, TEXAS 








F. J. S. SUR 


Petroleum Geologist and Mining Engineer 
Valuations, Appraisals, Inspections and 
Explorations 


622 Bedell Bldg. San Antonio, Texas 











**First Exclusive Iron Dealers in Texas”’ 


F.W.HEITMANN 
COMPANY 


113 Main St., Houston, Texas 


Gardner Steam Pumps 
National Pipe, Boiler Tubes 
Fittings, Valves, Packings 
Beltings, Wire Rope 
Drilling Cables, Bull Ropes 








| We carry a complete stock of the above 
commodities at all times and can 
“ ship immediately 
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ATTORNEYS 


FEBRUARY 11, 1922 








Central West Texas Wildcats | 











PATENTS 


Patents Obtained and Trade Marks and 
Copyrights Registered 


OFFICE AT 709 KRESS BUILDING 
HARDWAY & CATHEY 


Phone Preston 4790 Houston, Texas 











Maurice Hirsch and Allen Hannay 
ATTORNEYS AT LAW 
601-2-2 Goggan Building 
HOUSTON, TEXAS 


Specializing in Oil Law and Land Law 








LOVE, WAGNER & WAGNER 
ATTORNEYS AT LAW 


UNION NATIONAL BANK BUILDING 
HOUSTON, TEXAS 








HOMER E. STEPHENSON 


LAWYER 
Stewart Building 
Houston, Texas 
Protection of Oil and Other Mineral Interests and 
Investments a Specialty. 








PATENTS 


Patents Obtained, Trade Marks, Patent Causes 


JESSE R. STONE 
Formerly Assistant Examiner United States 
Patent Office 
Care Andrews, Streetman, Logue & Mobley, 
12th Floor Union National Bank Bidg., Houston, Texas 








VINSON, ELKINS & WOOD 
ATTORNEYS 


Gulf Building, Houston, Texas 


Special Attention to Oil Leases and 
Litigation 








C. H. Smith, President and Treasurer 
Mrs. J. B. Moore, Vice President 
A. L. Eastham, Secretary 


Beaumont Well Works Company 
OIL, GAS AND WATER WELL SUPPLIES 


Corner Laurel and Magnolia Beaumont, Texas 








MAPS 
Of every oil field in Texas, Louisiana, Kansas, Okla- 
homa and Mexico. Also U. S. Geological quadrangle 
maps of Texas and New Mexico. Texas County 
maps covering al! of the State. 


ROCK MAP COMPANY 


1112 Preston Ave. Houston, Texas 








CHICAGO BRIDGE 


and Iron Works 
DALLAS—1638 Praetorian Building 
CHICAGO-—2124 Old Colony Building 
NEW YORK—3144 Hudson Terminal Bidg. 
SAN FRANCISCU—1050 Rialto Bidg. 


lanks—Refinery Plate Work 








Steel Storage Tanks 


c 1000 to 80,000 bbls. Ask for Booklet T-50 


RITER-CONLEY COMPANY, 
- Pittsburgh _ 








Fort Worth, Texas, Feb. 7.—Except for an 
occasional break in the formation, the Pinal 
Dome Company’s No. 1 Means, located in the 
southwestern part of Loving County, Texas, 
is reported to have drilled through 200 feet of 
salt and still not out of it although drilling at 
4765 feet. This well is being watched with in- 
terest along with the Ramsey Oil Company’s 
(formerly Toyah-Bell Oil Company) No. 1 
Russell, which passed an oil formation at 4400 
feet and is now drilling in a grey lime forma- 
tion below 4480 feet. Both wells are in strict- 
ly wildcat territory. ; 

A showing of oil is reported in the L nder- 
writers Producing & Refining Company’s No. 
2 E. Morrison, Mitchell County, from a grey 
lime pay packed up at 2830 feet for a thickness 
of 10 feet. Drilling is being continued below 
2850 feet. In Taylor County, the Abilene Pe- 
troleam Company’s No. 1 J. C. High, which 
was reported last month showing oil at 2025 
feet, is clearing cavings from the hole to shoot 
60 quarts in the pay formation. The Mineola 
Oil Company’s No. 1 Lanious, Fisher County, 
is pulling casing to abandon as a dry hole aft- 
er drilling to 3200 feet. In Borden County, the 
Uranian Oil Company’s No. 1 W. B. Goodwin 
has been abandoned at 1440 feet. 


COMPLETION 
Callahan County — Ungreen, Simons & 
Brock’s No. 5 Joe Neumann, pumping 3 bbls 
oil after shot of 35 pounds of dynamite, 570 ft. 





CALLAHAN COUNTY—Crab & O’Neil’s No. 1 Har- 
low, dr 3075 ft. Cullinan et al’s No. 1 Bryson, dr 2375 
ft. Bryson Union Oil Co.’s No. 1 Hennessey, dr 2820 
ft. Erie Oil Co.’s No. 2 Joe Neumann, sd 510 ft. 
Norman Drilling Co.’s No. 1 Harris, sd 2205 ft. Homer 
Peeples’ No. 1-A Hughes, sd 515 ft. McKinley-Hub- 
bard’s No. 1 Odom, sd 3280 ft. Roberts et al’s No. 1 
Hughes, sd 70 ft. McKnight et al’s No. 1 L. T. James, 
sd 430 tt. Richard & Gill’s No. 1 E. L. Finley, sd 460 
ft. Sneboldt & Moore’s No. 3 Joe Neumann, Icn. Clyde 
Callahan’s No. 1 Woody, sd 1325 ft. Pat Arnold et 
al’s No. 2 T. E. Wylie, pumping 3 bbls oil, sd for shot, 
400 ft. 

DALLAS COUNTY—City of Garland’s No. 1 Fee, 
sd 1830 ft. 

EASTLAND COUNTY—Atlantic Oil Prod. Co.’s No. 
5 J. D. Fields, dr 2220 ft. C. O. Moore et al’s No. 1 
Acker, sd with bad hole, 740 ft. McBride et al’s No. 1 
Maxwell, sd 915 ft. Senter & Lightfoot’s No. 1 Stubble- 
field, fsh bit 1850 ft. Pennant Oil & Gas Co.’s No. 3 
Teston, rig. Rainbowend Oil Co.’s Nos. 1 Dan Crider, 
dr 2915 ft; 1 D. G. Harris, spudding. West Texas Oil 
Co.’s Nos. 1 Dan Crider, dr 2915 ft; 1 D. G. Harris, 
spudding. West Texas Oil & Ref. Co.’s No. 1 Webb, 
dr 1235 ft. Keough et al’s Nos. 2 Gooch, dr 1860 ft; 
3 Gooch, rig. Diamond Drilling Co.’s No. 1 King, dr 
1240 tt. Stone & McMurray’s No, 1 Eakin, dr 1800 ft. 
Phoenix-Jackson’s No. 1 H. Webb, dr 1700 ft. Pitts- 
burgh-Western Oil Co.’s No. 3 W. H. Puett, rig. The 
Texas Co.’s No. 1 Tunnell, rig. 

JOHNSON COUNTY—Johnson County Oil & Dev. 
Co.’s No. 1 Rhodes, dr 3640 ft. 

PALO PINTO COUNTY—Bailey & Nicholson’s Cos- 
tello, dr 425 ft. Dalton Oil Co.’s No. 1 R. S. Dalton, sd 
3870 ft. Dehart & McKay’s No. 1 Seaman, spudded and 
sd. Delta Oil & Ref. Co.’s No. 1 C. F. Caudill, fsh 
tools, 3475 ft. Empire Gas & Fuel Co.’s Nos. 3 R. A. 
Wheeler, spudded and sd; 3 Gill, rig. H. N. Harris et 
al’s No. 1 G. N. Weldon, spudded and sd. Hart Oil 
Corp.’s Nos. 13-2 Hart, len; 32-2 Hart, dr 455 ft; 23-3 
Hart, rig. A. A. Haubert et al’s No. 1 Tipton, rig. 
Hodge & Shidler’s No. 1 Blucher, Icn. E. G. Johnson 
et al’s No. 1 Howard, rig. Littlefield Oil & Gas Co.’s 
No. 1 Smith, timbers. Milton & Floyd et al’s No. 1 
Malry, rig. Nash & Windfohr’s No. 1 Eubanks, sd 305 
ft. Nelsen Oil Synd.’s No. 1 Reasoner, sd 3580 ft. O. 
R. Rochelle’s No. 1 Fee, dr 850 ft. A. T. Strong’s Nos. 
1 Moseley, sd 3725 ft; A-1 Seaman, sd 3160 ft. Rufus 
G. Smith’s No. 1 Seaman, pull cas to reset, 3165 ft. 
Sun Co.’s No. 1 Hart, timbers. Silver Rock Ass’n’s No. 
1 Moseley, rig. Seaboard Oil & Gas Co.’s No. 1 Cos- 
tello, rig. J. S. Thompson et al’s No. 1 W. A. Beddo, 





F.W. Freeborn Engineering 
Corporation 


Consulting Petroleum Engineers 


VALUATIONS, 

APPRAISALS, 

MANAGEMENT and OPERATION 
of Oil and Gas Properties 





DESIGN AND CONSTRUCTION OF— 
REFINERIES, 
SKIMMING, LUBRICATING 
and COLD SETTLING PLANTS. 





TULSA, OKLA. 
Mayo Bidg. 


NEW YORK CITY 
52 Wall Street 
DALLAS, TEXAS 
Slaughter Bldg. 








JAMES L. DARNELL 
ARTHUR EATON 


Engineers 


170 Broadway New York City 








E. R. LEDERER 
Chemical and Mechanical Engineer, Dr. Ph. 
Consulting Petroleum Engineer 
Design, Construction of Refineries and Pipelines 
Advice on Refinery Operations 
Investigations and Valuations of Gas and Oil 
Properties 


50 Church Street New York 








The FT. WORTH LABORATORIES 
' CHEMICAL ENGINEERS 
Make All Kinds of Tests 


Sell Thermometers, Hydrometers and 
Laboratory Glassware 
F. B. Porter, B. S., Ch. E., Pres. 
R. H. Fash, B. S., Vice Pres. 
828'4 Monroe St. Ft. Worth, Texas 











RENSSELAER OIL VALVES 


Sold exclusively by 


FRICK-REID SUPPLY COMPANY 
TULSA, OKLAHOMA 








OIL LINE PIPE OFFERED AT MUCH 
LESS THAN MARKET PRICES 
All or any part of 42 miles new, 10-inch, 41-lb., steel 
line pipe f o b or t. a. s. New York. Inspected by 
Pittsburgh Testing Laboratories. 
F. B. LYNCH 
Room 1200, 2 West 45th St., N. Y. C. 











WIGGINS SUPPLY COMPANY 


Dealers in New and Second-Hand 


OIL, GAS AND WATER WELL SUP- 
PLIES, PIPE AND OIL FIELD 
MACHINERY 


Beatty Building Houston, Texas 
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sd 3815 ft. Texhoma Oil & Ref. Co.’s Nos. 1 Robinson- 
Collett, ur cas, 3590 ft; 4 and 5 Robinson-Collett, Icn. 
D. A. Upham et al’s Nos. 3 Belding, sd 3775 ms 1 2. 
M. Watson, sd 3520 ft. D. A. Upham’s No, 1 C. L, 
Walker, sd with salt water in hole, 2380 ft. Transcon- 
tinental Oil Co.’s (tormerly R. B. Whitesides) No. 2 A. 
B. Lane, ur 2135 ft. 

PARKER COUNTY—Capital Pet. Co.’s No. 1 Mc- 
Farland, sd 1505 ft. Crane Creek Oil & Gas Co.’s No. 
1 P. E. Harwell, dr 1355 ft. Dittman-Thompson et al’s 
No. 1 Fondren, rig. East Ext. Ranger Oil & Gas Co.’s 
No. 1 Reynolds, rig. Hale & McKnight’s Nos. 1 Davis, 
making 15,000,000 ft gas and some salt water, sd 2265 
ft; 1 Bradley, sd showing salt water 2340 ft. Hicks & 
Gaines’ No. 1 Herring, sd with hole full salt water, 1775 
it Jackson & Cathcart’s No. 1 Emberlin, dr 635 ft. 
i. B. McGarr et al’s No. 1 Baxter, dr 3900 ft. Owens 
& Burkett’s No. 1 Herrin, sd for cas, showing salt water, 
1550 tt 

ROCKWALL COUNTY—Gulf Coast 
No. 1 Shook, dr 2660 ft. 

TARRANT COUNTY—Fort Worth Oil Co.’s No. 1 
J. W. Wray, sd to rebuild rig, 1660 ft. 


Drilling Co.’s 





Northeast Texas Wildcats 


BOWIE COUNTY—Delaney Oil & Gas Co.’s No. 1 
Bowie, sd 2290 ft. Gatex Oil Co.’s No. 1 Perkins, sd 
1570 ft. Scott et al’s No. 1 fee, sd 2195 ft. 

Derricks and Oil Field 


LUMBER »* ==. 


We are prepared to make direct mill 
shipments to all oil fields promptly at 
the lowest mill price. We also have in 
stock at our yards at Goose Creek, West 
Columbia and Almeda complete Rigs, 
Derricks and lumber for any and all 
purposes. 
Our motto is “Quality and Service” 
Quotations promptly submitted 


Robertson-MacDonald Lumber Co. 
615 Carter Building HOUSTON, TEXAS 














We specialize in Rigs, 
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CASS COUNTY — Carlson-Price Pet. Co.’s No. 2 
Spears, sd 3300 ft. 

HARRISON COUNTY—R. W. Hale et al’s No. 1 
Harris, pulling liner set at 4040 to reset at 3910 ft. 
Snelling et al’s No. 1 State, sd 2635 ft. Universal Pet. 
Co.’s No. 1 Bivens, sd 2810 ft. 

MARION COUNTY—Lakeshore Oil Co.’s No. 1 Zach- 
ery, dr 1660 ft. Lucas Oil & Dev. Co.’s No. 1 Blocker, 
sd. Universal Pet. Co.’s Nos. 1 State, sd 2395 ft; 2 
State, sd 345 ft. 

MORRIS COUNTY—Davis & Younger’s No. 1 Mc- 
Cormick, sd 2425 ft. 

NACOGDOCHES COUNTY — Caro Synd.’s No. 1 
Whiteman & Saner, sd 337U ft. McCreary & Ramsey’s 
No. 1 Strode, dr 2880 ft. J. F. Wolter’s No. 1 Driver, 
sd; 2 Driver, dr 250 ft. 

PANOLA COUNTY—Bethany Oil & Gas Co.’s No. 
208 Gulley, set 8-in 1870 ft. Galloway et al’s No. 1 Eden, 
dr 1970 ft. Humble Oil & Ref. Co.’s No. 1 Robt. 
Johnson, dr 2440 ft. Industrial Gas Co.’s No. 1 Low- 
less, dr 1740 ft. Magnolia Pet. Co.’s No. 1 Greer, dr 
2830 ft. Texas Co.’s No. 1 T. W. Brumble, dr 1840 ft. 
Morris Trustees No. 1 Lewis Werner, dr 1930 ft. 

RED RIVER COUNTY—Choctaw Oil & Gas Co.’s 
No. 1 Scott, dr 2660 ft. Red River Oil & Gas Co.’s 
No. 1 Dinwiddle, reaming 1850 ft. Toronto-Texas Oil 
& Gas Co.’s No. 1 Coleman, sd 1465 ft. Clarksville, 
Texas Oil Co.’s No. 1 Summers, dr 125 ft. 

SHELBY COUNTY—Cathcart-Texas Oil Co.’s No. 1 
Holt, sd 2995 ft. 

TITUS COUNTY—Humphreys Pet. Co.’s No. 1 Ca- 
rey, dr 100 ft. 


Coastal Wildcats 


AUSTIN COUNTY—tTexas Co.’s No. 1 Shaffner, dr 
2425 ft. West Production Co.’s No. 1 Watson, sd; 2 
Watson, dr 750 ft. 

BRAZORIA COUNTY—tThe Freeport Sulphur Co.’s 
No. 9 Dannenbaum at Stratton Ridge bailed salt water 
at 3873 ft last week and is drilling ahead from that depth. 
The same Co.’s No. 1 Seburn is drilling at 2900 ft. At- 
lantic Oil Prod. Co.’s No. 1 Frost, near Chenango, is 
dr below 2740 ft. Baker & Lindsey’s No. 2 Marmion is 
sidetracking bit around 2200 ft. The Texas Co. set 6-in 
in No. 9 Mound at 2927 ft, in gumbo. H. L. Bearss’ 
No. 6 Humble, dr deeper from 2600 ft, is down around 
2900 ft. At Old Ocean the Transcontinental Oil Co. is 
drilling the fifth of a series of tests put down in an ef- 
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HOLDERS OF OIL STOCKS 


We can furnish for small sum complete reports on 
any oil company or syndicate operating in Texas. 
Write or wire 

G. E. HUBBARD & SON 
Guaranty Bank Bldg. Dallas, Texas 








INOSMOS 


PETROLEUM COMPANY 
OIL INVESTMENTS 


Toyah Burkburnett 


“MEXIA” 


Somerset Desdemona 


inversiones y Petroleo 

escribanos pidiendo informes. 

Particulars Free—Write Now 
Direccion: 


Main Office: 
SAN ANTONIO, TEXAS 


P. O. Box 107 Hicks Bldg. 











“SEGURO” PETROLEUM CO. 


OIL INVESTMENTS 
Inversiones en Aceite 


PROPERTIES AND LEASES 
Propiedades Y Arrendamientos 
Write us for particulars. You will be [sterested. 


Escribanos pidiendo informes. Usted 
tomara interes. 


“SEGURO” PETROLEUM COMPANY 
Main Offices: Hicks Bldg. 
Oficinas Generales P. O. Box 758 
SAN ANTONIO, TEXAS 








Regardless of Your Pump 


Requirements, Gaso Pumps 

















Catalog on. request 


merit your 
consideration 


Before purchasing your pump- 
ing equipment it would pay you 
to investigate. Whether power, 
steam or belt driven, there is a 
Gaso Pump for every service. 


Gaso Pump & Burner Manufacturing Co. 


Tulsa, Oklahoma 
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fort to locate a dome. The holes are drilled with a water 
rig to a depth of about 700 feet, broken formations and 
gumbo being revealed in the tests so far made, 

FORT BEND COUNTY-—lIona Oil Synd.’s No. 1 
Moore’s Mound, dr 1200 ft. 

GRIMES COUNTY—Navasota Oil Co.’s No. 1 Vick- 
ers, dr 1800 ft in rock. 

HARRIS COUNTY—Link Oil Corp.’s No. 1 Davis at 
Cross Timbers was in gumbo at 2660 feet in the middle 


of the week. The Cross Timbers Oil Ass’n’s (Kelly et 
al) No. 1 Bidwell is drilling below 2410 ft. Amerada 
Pet. Co.’s No. 1 Berry near Humble drilled to 3600 ft, 


developed a fishing job and is now sidetracking around 
2100 ft. The Gulf Prod. Co.’s No. 15 Warren, near 
Hockley is dr around 4250 ft. Pierce Junction 500-acre 
Synd.’s No. 1 Minnitex, dr 2600 ft. Frank Rose’s No. 1, 
Icn. 

LIBERTY COUNTY—wWhaley Cove Oil Co.’s No. 2 
John Neal, dr rock, 600 ft. The North Dayton Oil 
Co. has shut-down No. 1 Quintette and is rigging up 
Grandberry No. 2. 

ROBERTSON COUNTY—Central Texas Pet. 
No. 1 Salter, dr 1750 ft. Campbell-Logan-Hoover’s No. 
1 Holloway, breaking through Austin chalk at 2610 ft, 
top of chalk 2310 ft. Golden Rule Oil Co.’s No. 1 Fun- 
derberg, dk. Kentucky-Texas Co.’s No. 1 Walker, dk. 
Mexia-Crosby’s No. 1 Roberts, spudding. Mud Creek 


Co.’s 





I HAVE NOTHING FOR SALE— 


either as owner or broker; but being the representa- 
tive of an Eastern company operating in the South- 
west I am familiar with the fields and constantly in 
touch with attractive propositions (the most desirable 
of which are taken up before reaching a broker’s 
hands). 

If you are interested in large blocks of leases for 
development; or, the purchase of small tracts near 
drilling wells for protection; or, in acquiring pro- 
duction or proven acreage, and do not have a rep- 
resentative on the ground, I am in position to render 
wee valuable service, upon a reasonable commission 
asis. 


Correspondence solicited. 


Address Box C, care of The Oil Weekly 











Tobin Bronze Rod 


Muntz Metal Rod 
Brass Rod 


Brass Seamless Tubing 
Brass Brazed Tubing 
Seamless Copper Tubing 


¢ All sizes and weigkts 


Brass Spring Wire 


Sheet Brass 


Southern djrass Mis. (0. 


Houston, Texes, U.S. A. 


Founders—Finishers—Platers 





company here today: 


THE OIL WEEKLY 


Oil Co.’s No. 1 Macques, dk; Texas Union Oil Co.’s No. 
1 Moorehead, dk. 


SABINE COUNTY—John Deering et al’s No. 1 Har- 


ris, sd. 


WALKER COUNTY—South Texas Prod. Co. is re- 
pairing rig on Nol Jones, preparing to go deeper from 
2350 ft, with No. 1 Eastham still standing. Lancaster 
et al have the rig on the ground for No. 1 Gills. Blum 
et al’s No. 1 James Ford is a location. 

WALLER COUNTY — Hulsey-Bailey-Fletcher Oil 
Co.’s No. 1 Baines, reaming gumbo and boulders, 1435 ft. 





Shreveport, La., Feb. 4.—The following of- 
ficers were elected by the board of directors of 
the Shreveport Producing and Refining Cor- 
poration at a meeting held in the offices of the 
C. D. Keen, president; 


J. B. Atkins, Sr.. H. R. Noble, J. G. Palmer 


and W. G. Strange, vice presidents; Bradford 


Hearn, secretary; and F. L. Dyer, treasurer. 


These officers were all re-elected except H. R. 


FEBRUARY 11, 1929 


Noble who succeeds A. C. Glassell 


. 1 as second 
vice president. The executive en 'ttee was 
re-elected as follows: C. D. 7% _J. B. Atkins, 
K. E. Merren, F. te Dyer, S. G. 2 he le, T.¢ 


Barrett and W. C. Woolf. 


The annual meeting of the stockholders of 
the Shreveport Producing and Refining Cor- 
poration was held on January 28, at which 
time the following directors were sel cted: 

J. B. Atkins, Sr., J. B. Atkins, Jr., T. C. Bar- 
rett, E. R. Bernstein, N. C. Blanchard, C. W. 
Brown, F. L. Dyer, O. J. Dykes, J. D. Ewin 
J. B. Files, S. A. Guy, D. P. Hamilton, Brad- 


ford Hearn, S. S. Hunter, C. D. Keen, ‘Aes 
Lawhon, M. A. McCutchen, K. E. Merren, W, 
H. Morefield, R. B. Nelson, H. R. Noble, Guy 
Oakes, J. G. Palmer, J. M. Robinson, S. G 
Sample, Percival Stern, W. G. Strange, R. R. 
Sutherland, J = Wadley, = H. Werner, W. 
E. Wheeles, E. T. White d, . L. Woodley, W, 
C. Woolf. 
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‘nigan Tool & 
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Unless quality is considered an article 
may prove high at any price. 
figure with you on your next order for 


DRILLING and FISHING TOOLS. 


Your money’s worth or your money back 
Muskogee, 
OFFICE: Muskogee, Okla. 

BRANCHES AND DISTRIBUTORS: 
Muskogee Tool Company, Virgil, 
Chadderdon & Nelson Tool & Supply Company, Slick, Oklahoma 
American Tool & Supply Company, Bristow, 
Supply Company, Breckenridge, 
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Okla., Ranger, Texas, Henryetta, Okla. 


BRANCH OFFICE: Tulsa, Okla. 
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UTA CSU 


Why Is a “Sight” 
Put On a GunP 





@ That's easy. 





@ To show you where to shoot. Sight right, with 
a good gun and you will hit the mark every time. 


@ The manufacturer and distributor has to look well 
to his “sights” these days, if his sales efforts are 
to produce the necessary sales. His “ammunition” 
is his salesmen and advertising; the medium thru 
which he reaches his prospect, is the “gun”. 
The “mark” should be someone able to buy and 
use his product. 


@ The wealthy Mid-Continent oil field territory 
offers a splendid mark; The Tulsa Tribune, this 
section's greatest daily newspaper, is the proper 
“oun”. Use The Tribune To Get Results. 


Complete financial 
and oil pages daily 


inci THE TULSA TRIBUNE 


sent upon request TULSA, OKLAHOMA 
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J. Edgar Pew, vice president of the Sun 
Company of Dallas, was in Tulsa early in the 
week. 


W. J. Yarrow, legal adviser to the California 
chapters of the Oil Field Gas Well and Re- 
finery Workers of America, 1s reported to 
have resigned and will go to Mexico. 


Cc. A. Steere, field superintendent of the 
Gladys Belle Oil Company has left with Mrs. 
Steere for Baltimore where Mrs. Steere, who 
is seriously ill, will go in the Johns Hopkins 
institute for treatment. 


J. Skinner, president of the 


. B. J. 
Advance Petroleum Company of 





PERSONAL MENTION- 
MEN YOU KNOW 














W. A. Marckworth, chief chemist of the 
Pure Oil Company, was visiting this week with 
H. T. Ashton, sales manager of the Interna- 
tional Ardmore Refining division of the com- 
pany -with headquarters at Tulsa. 





R. A. Wilson of the Guiberson Corporation, 
Dallas headquarters, has been in California 
for a couple of weeks making final plans for 
the announcement of several new patented de- 
vices for oil field use. The Guiberson Cor- 
poration has built up a world-wide demand 
for its tubing catcher, casing tongs, and other 
specialties. 





H. J. Lockhart, general manager of the Park. 
ersburg Rig and Reel Company, was being 
shown around by the Tulsa offices of the com- 
pany this week. Mr. Lockhart will remain jn 
Tulsa for a few days. 


Jack Martin, drilling contractor at Mexia, 
where he completed Monarch-Kirby’s No, § 
Harris last Saturday for more than 5000 bar- 
rels, was in Houston this week for a confer- 
ence with the Monarch Oil & Refining Con,- 
pany officials. “Red” Newsome, driller for 
the Monarch at Mexia, was also in Houston 


Monday. 


F. W. Fraley, sales manager for 








Chicago, was back at his office this 
week after several days absence. 





George Brigham, in charge of the 
Tulsa offices of the North Amer- 
ican Car Company, has returned to 
his offices from a ten-day trip to 
St. Louis and Kansas City where 
he was in conference with Henry 
H. Brigham, president and E. D. 
Brigham, superintendent of the 
company’s Coffeyville plant. 


Cherles B. Peters, prominent op- 
erator of Oklahoma with head- 
quarters at Tulsa, has been elected 
president of the Tulsa Chamber of 
Commerce. Mr. Peters was tor- 
merly in the law _ business and 
through his wide acquaintance is 
well qualified for his new position. 





Thomas B. Slick, independent 
operator of Oklahoma City, was a 
Tulsa visitor during the past week. 


W. B. Davis, president of the 
Mid-Continent Oil and Gas Asso- 
ciation, has returned to Bartlesville 
after a brief business trip to the as- 
sociation’s headquarters in Tulsa. 


C. O. Beroth, president of the 
Acme Petroleum Company with 
headquarters at Chicago, stopped 
at the Tulsa offices of the company 
cn his way to Dallas last week. 


IE. R. Perry, vice president of 
Cosden and Company, has left for 
Palm Beach, Florida, where he 





L. E. PHILLIPS 


Vice President of the Phillips Petroleum Company of 

Bartlesville, who has had a large share in developing his 

company to its present position of importance in the 

Mid-Continent. Mr. Phillips is aiso an official of the 
First National Bank in Bartlesville. 


the Sinclair Oil & Gas Company, 
headquarters at Houston, was in 
his offices Monday after a month's 
illness, 


John D. Reynolds, general coun- 
sel of the National Petroleum Mar- 
keters Association, has resigned his 
position with the association and 
will return to the practice of law, 
with headquarters in the Lytton 
Building, Chicago. He formerly 
was general secretary of the Inde- 
pendent Oil Men’s Association, be- 
coming general counsel of the Na- 
tional Petroleum Marketers’ Asso- 
ciation when the two big jobbers’ 
associations were merged last fall. 
He has many friends among the 
jobbers and refiners of the United 
States and news of his resignation 
will be received with regret by 
those with whom he came in con- 
tact. 


Walter K. Campbell, president of 
the Western Oil Corporation with 
headquarters at Tulsa, Oklahoma, 
spent last week visiting the Wich- 
ita Falls office of the company and 
inspecting properties in the North 
Texas district. 


Harold B. Thorne, formerly 
president of the Metropolitan 
Trust Company of New York, has 
been elected a vice president of 
the Pierce Oil Corporation and as- 
signed to the care of its finances. 
He was also elected a director and 

















will spend a two weeks’ vacation 


with J. S. Cosden. 


R. L. Young, president of the Monarch Oil 
& Refining Company, has returned to Hous- 
ton headquarters after spending two weeks 
in New York. 


David Frame, employed in the leasing de- 
partment of the Humble Oil & Refining Com- 
pany with headquarters in Houston, left Tues- 
day night for Orange. 


Joseph B. Elam has been appointed secre- 
tary of the Louisiana branch of the Texas- 
Louisiana division of the Mid-Continent Oil 
and Gas Association. He will maintain head- 
quarters at Shreveport. 





E. E. Shock, president of the Indiahoma 
Refining Company, returned to Tulsa after 
several weeks’ absence spent in the East. 





Screener Bill (Wm. C.) Roe, sales man- 
ager of the Trumbull Gas Trap Company, Los 
Angeles, known wherever oil is produced, was 
a visitor in the Houston office of The OIL 
WEEKLY this week, and remarked that all 
of his dope was upset as the sun was shining 
for the first time he had ever seen it shine in 
Houston. “Every time I come to Houston it 
is a signal for a big rain,” Screener Bill said, 
“so I don’t know what is going to happen 
now.” 


member of the finance committee 
of the corporation. 

H. N. Dauler has resigned as president and 
director of the Beaver Refining Company, of 
Pittsburgh. 





James K. Lytle, with the Sinclair Refining 
Company at Kansas City, was married last 
week to Miss Mildred Morton of Topeka. 

Charles T. Butler, for 12 years a member of 
the law firm of Orgain, Butler, Bolinger & Car- 
roll at Beaumont, Texas, is now a resident of 
New York City, where he has recently become 
a member of The Texas Company’s legal de- 
partment. For the past year Mr. Butler re- 
sided in Los Angeles, California. 
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THE HORSE FLY DRILLER 
No. 1 White Mule 


The Horsefly driller prospecting about 

Spied out a formation that made him shout— 
A long rough ridge on an old mule gray— 
He moved his rig on right away. 

The ridge was moving, and going slow, 
From north to south down a cotton row. 
When the drill got going it showed more speed 
And the nigger wondered what ailed his steed 
‘Till he saw the driller. With a plow line snap 
He moved the’ outfit clear off the map. 


Activities in the vicinity. of Mexia recently 
on the part of the militia revealed that in addi- 
tion to being a production area, the town 
boasted as many stills as the largest refining 
centers. 





Just when everything in Europe appeared to 
be peaceful an item from London announces 
the marriage there of John Germany and 
Elizabeth England. Now there will be another 
war between Germany and England, and we 
bet John will think his Lizzie is a tank. 


Seems, from the volumes about Fatty and 
Taylor, that the newspapers are falling for 
some of the movie press agent stuff just at 
this time. 


UEAKS 50 





SOME INCREASE! 


The Standard Oil Company of Indiana, 
which owes its prominence largely to the Bur- 
ton cracking process, invented by Dr. W. M. 
Burton, its president, supplies 2 per cent of the 
gasoline used in this country. It is the largest 
factor in the gasoline business in the world. 
The company’s net earnings increased from 
Chicago nérth to the Canadian border, west to 
the Dakotas and the Rockies and south to 
Oklahoma, is the greatest gasoline consuming 
area in the world.—Oil and Gas Journal. 


Believing in signs as we do, we are com- 
pelled to admit that the ground hog’s appear- 
ance on February 2 is an indication that there 
will be an early spring. But we will say that 
if he came out in our vicinity on that day he 
is either a good swimmer or drowned. 


Market reports keep repeating that lube oils 
are slow. That’s nothing—so is (or “are,” 
according to your raising) molasses, in the 
winter time. 





It is said that Samuel Rzesechewski, Polish 
chess prodigy, has ambition to become a sing- 
er. He can get a lot of practice answering 
the question “Boy, what is your name?” 


According to Paul Rossduetcher, in charge 
of the export department of the Bridgeport 
Machine Company, manufacturers of Swan 
underreamers, it is bad enough to have to 
wade through a lot of French correspondence 
with its sweet phrases and affectionate endings, 
but when it comes to answering a German firm 
which wrote asking about “Petroleumbrunnen- 
loechererweiterungsapparatus,” it takes a lot 
of midnight oil. It was thought at first glance 
to be an order for a ship load of assorted drill- 
ing and fishing tools, but a literal translation 
proved it to be an order for Swan underream- 
ers. Imagine an American driller in Germany 
ordering one of those things over the tele- 
phone. 


Miss Vassey Lean says that because she 
walks to the movies and gets a snack out of 
the ice box when she gets home is no sign that 
she doesn’t have to have a taxi, a box in a 
theater and a real supper at a restaurant when 
some Johnnie takes her out. 





At the petroleum experiment station of the 
Bureau of Mines at Bartlesville, field work on 
sainpling and gauging trunk pipe _ lines 
by J. H. Wiggins and L. Schmidt has been 
completed. Laboratory work and calculations 
on gravities and distillations of samples of 
crude oil obtained from the pipe lines are 
nearly completed. The results will be incor- 
porated in a bulletin outlining practical meth- 
ods of decreasing evaporation losses. Work 
has been started in the laboratory to determine 
vapor-pressure temperature curves of typical 
Mid-Continent crudes. 
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GUIDE FOR PURCHASERS 





Acid 
Sugar Land Mfg. Co. 


Air Lift Pumping 
Equipment 
Gardner Governor Co. 


Ingersoll-Rand Co. 
Sullivan Machinery Co. 


Attorneys 


Hirsch & Hannay _ 
Vinson, Elkins & Wood 


Agitators 
The Reeves Bros. Co. 


Barrels 


Hirsch Cooperage & Steel Pack- 
age Co. 


Belting 
Frick-Reid Supply Co. 
Keystone Pipe & Supply Co. 
Lucey Mfg. Corp. 
Norris Bros. 
Oil Well Supply Co. 
The National Supply Cos. 
Wilson Supply Co. 


Boilers 
The Brownell Co. 
Frick-Reid Supply Co. 
Kaw Boiler Works Co. 
The National Supply Cos. 
Oil Well Supply Co. 
Titusville Iron Works Co. _ 
Tulsa Boiler & Sheet Iron Wks. 
United Iron Works, Inc. 
Youngstown Boiler & Tank Co. 
See Oil Well Supplies & Tanks 


Burners 


Gaso Pump & Burner Mfg. Co. 
Lancaster Iron Works 
Norris Bros. 


Casing Shoes 


The National Supply Cos. 
Pelican Well Tool & Supply Co. 


Compressors 


Gardner Governor Co. 
F. W. Heitmann Co. 
Ingersoll-Rand Co. 
Sullivan Machinery Co. 
United Iron Works, Inc. 


Cordage 
The National Supply Cos. 


Couplings 


Harrisburg Pipe & Pipe Bend- 
ing Co. 


Crown Blocks 
Keystone Pipe & Supply Co. 
Lucey Manufacturing Corp. 
Oil Well Supply Co. 
Parkersburg Rig & Reel Co. 


Dehydrating Processes 
W. S. Barnickel & Co. 
De Laval Separator Co. 
Petroleum Rectifying Co. 
Sharples Specialty Co. 


Derricks and Rigs 


International Derrick & Equip- 
ment Co. 

Lee C. Moore & Co. 

Parkersburg Rig & Reel Co. 

Peden Iron & Steel Co. 

Robertson-MacDonald Lbr. Co. 

Superior Tube Co. 


Diamond Core Drills 
Sullivan Machinery Co. 


Ditchers 
Buckeye Traction Ditcher Co. 


Drilling Cables 


Columbian Rope Co. 
Frick-Reid Supply .Co. 

F. W. Heitmann Co. 
Keystone Pipe & Supply Co. 
Muskogee Tool Co. 

The National Supply Cos. 
Peden Iron & Steel Co. 


Williamsport Wire Rope Dist. 


Drilling Machines 


Keystone Driller Co. 
North Texas Supply Co. 
Parkersburg Rig & Reel Co. 


Drilling Equipment 


Union Tool Co. 


Electrical Equipment 


Enameled Metals Co. 
Southwest Gen. Elec. Co. 


Elevators 


Cree-Becker Oil Tool Co. 
Norris Bros. 


Engineers 


Samuel J. Caudill 

F. W. Freeborn Eng. Co. 
A. S. Henley 

Geo. C. Matson 

Lee C. Moore & Co. 


Engines 
Ajax Iron Works 
Bessemer Gas Engine Co. 
The Brownell Co. 
De La Vergne Machine Co. 
Foos Gas Engine Co. 
Frick-Reid Supply Co. 
The Hercules Corp. 
Ingersoll-Rand Co. 
Keystone Pipe & Supply Co. 
Lucey Manufacturing Corp. 
The National Supply Cos. 
National Transit Pump & Ma- 

chine Co. 

Oil Well Supply Co, 
Peden Iron & Steel Co. 
Southern Engine & Pump Co. 
Titusville Iron Works Co. 


Fire Protection 
Foamite Firefoam Co. 


Fish Tail Bits 
Pelican Well Tool & Sup. Co. 
W-K-M Co. 


Fuel Oil 


Acme Petroleum Company 
Empire Refineries 

Gulf Refining Company 
Sinclair Refining Company 
White Oil Corporation 


Gasoline Extraction 
Compressors 


Bessemer Gas Engine Co. 
Gardner Governor Co. 
Ingersoll-Rand Co. 
Sullivan Machinery Co. 


Gasoline and Oil Storage 
Tanks 


Chicago Bridge & Iron Works 
Kansas City Struct. Steel Co. 
Lancaster Iron Works 
Parkersburg Rig & Reel Co. 


Gas Traps 


Buck & Stoddard 
Trumble Gas Trap Co. 


Gauges 
The Foxboro Co., Inc. 


Gauge Boards 
The Foxboro Co., Inc. 


Geologists 
Samuel J. Caudill 
James L.- Darnell. 
Alexander Deussen 
H. D. Easton 
Dorsey Hager 
A. S. Henley 
Robert T. Hill 
Edwin B. Hopkins 
Geo. C. Matson 


Grips and Clamps 


Norris Bros. 


Laboratory Equipment 
Fort Worth Laboratories 


Lighting Systems 


Lucey Manufacturing Corp. 


Lumber 
Robertson-MacDonald Lbr. Co. 


Maps 
Rock Map Co. 


Meters 
The Foxboro Co., Inc. 


Motors 


Southwest General Electric Co. 


Oil Field Supplies 
Frick-Reid Supply Co. 
Gulf Coast Mach. & Sup. Co. 
Gardner Governor Co. 
Kansas City Struct. Steel Co. 
Keystone Pipe & Supply Co. 
Lucey Manufacturing Corp. 
Lee C. Moore & Co. 
The National Supply Cos. 
Norris Bros. 
Oil Well Supply Co. 
Oklahoma Tool & Supply Co. 
Parkersburg Rig & Reel Co. 
Peden Iron & Steel Co. 
Pelican Well Tool & Sup. Co. 
Southern Brass Mfg. Co. 
United Iron Works, Inc. 
Union Tool Co. 
W-K-M Co. 
Wilson Supply Company 


Oil Investments 


Kosmos Petroleum Co. 
Seguro Petroleum Co. 


Oil Producers 
Standard Oil Co. of N. J. 


Packers 


The Guiberson Corporation 
Layne & Bowler 


Pelican Well Tool & Sup. Co. 


Packing 


Keystone Pipe & Supply Co. 
Lucey Manufacturing Corp. 
The National Supply Cos. 
Oil Well Supply Co. 

Peden Iron & Steel Co. 


Pelican Well Tool & Sup. Co. 


Paints 
Peden Iron & Steel Co. 


Patents 


Hardway & Cathey 
Jesse R. Stone 


Pipe 
A. M. Byers Co. 
Frick-Reid Supply Co. 
F. W. Heitmann Co. 


Harrisburg Pipe & Pipe Bend- 


ing Co. 
Interstate Pipe Co. 
Keystone Pipe & Supply Co. 
Lucey Manufacturing Corp. 
F. B. Lynch 
The National Supply Cos. 
Oil Well Supply Co. 
Peden Iron & Steel Co. 
Superior Tube Co. 
Williamsport Wire Rope Co. 


Pipe Grips 


Norris Bros. 


Pipe Screwing Machines 
Buckeye Traction Ditcher Co. 


Pipe Wrenches 
The Guiberson Corporation 


Portable Compressors 


Gardner Goverpor Co. 
Ingersoll-Rand Co. 
Sullivan Machinery Co. 


Portable Drilling Rigs 


Lee C. Moore & Co. 
Parkersburg Rig & Reel Co. 
The National Supply Cos. 


Pulleys 
Lee C. Moore & Co. 


Pulling Machines 


The Hercules Corp. 
Myrick Machine Co. 


Pumps 


Axelson Machine Co. 

Gardner Governor Co. 

Frick-Reid Supply Co. 

Gaso Pump & Burner Mfg. Co. 

Ingersoll-Rand Co. 

Keystone Pipe & Supply Co. 

Kinney Manufacturing Co. 

Lucey Manufacturing Corp. 

Norris Bros. 

National Transit Pump & Ma- 
chine Co. 

The National Supply Cos. 

Oil Well Supply Co. 

Pelican Well Tool & Sup. Co. 

Southern Engine & Pump Co. 

H. M. Spence 

United Iron Works, Inc. 


Recorders 


Fort Worth Laboratories 
The Foxboro Co., Inc. 


Refined Products 


Acme Petroleum Co. 
Deepwater Oil Refineries 
Empire Refineries, Inc. 
Gulf Refining Co. 

Humble Oil & Refining Co. 
Keen & Woolf 

Marland Ref. Co. 

Miller Pet. Co. 

National Pet. Co. 
Panhandle Refining Co. 
Oklahoma Prod. & Ref. Co. 
Producers & Refiners Corp. 
Sinclair Consolidated Co. 
Standard Oil Co. of N. J. 
Sun Co. 

Sunshine State Oil & Ref. Co. 
The Texas Company 
Trinity Oil Corporation 
Union Petroleum Co. 

White Oil Corporation 


Refinery Equipment 
Chicago Bridge & Iron Works 
Frick-Reid Supply Co. 
Gardner Governor Co. 

Kansas City Struct. Steel Co. 
Kaw Boiler Works Co. 
Lancaster Iron Works 

Lufkin Foundry & Mach. Co. 
Petroleum Iron Works Co. 
Phoenix Iron Works Co. 
The Reeves Bros. Co. 
Sharples Specialty Co. 
Titusville Iron Works 

Tulsa Boiler & Sheet Iron Wks. 
United Iron Works, Inc. 
Wyatt Metal & Boiler Works 


Rig Irons 


Frick-Reid Supply Co. 
Houston Structural Steel Co. 
Keystone Pipe & Supply Co. 
Lucey Manufacturing Corp. 
Lee C. Moore & Co. 
Mosher Manufacturing Co. 
The National Supply Cos. 

Oil Well Supply Co. 
Parkersburg Rig & Reel Co. 


Rotary Rock Bits 
Hughes Tool Co. 


Rotary Fish-Tail Bits 
Pelican Well Tool & Sup. Co. 


Separators 


Buck & Stoddard 

DeLaval Separator Co. 
Lufkin Foundr¥Y & Mach. Co. 
Trumble Gas Trap Co. 


Strainers 


Layne & Bowler Co. 
J. H. McEvoy & Co. 
Pelican Well Tool & Sup. Co. 


Structural Steel 
Houston Structural Steel Co. 
Kansas City Struct. Steel Co. 
Pennsylvania Tank Car Co. 
Riter-Conley Co. 

United Iron Works, Inc. 


Steel Crown Blocks 


Lee C. Moore & Co. 
Parkersburg Rig & Reel Co. 
Superior Tube Co. 


Steel Storage Tanks 


Chicago Bridge & Iron Works 
Phoenix Iron Works Co. 


Sucker Rods 


Axelson Machine Co. 
Norris Bros. 
The National Supply Cos. 


Stills 


Bros. Co. 


Tank Cars 


American Car & Foundry Co. 
North American Car Co. 
General Am. Tank Car Corp. 


Tanks 

The Brownell Co. 
Chicago Bridge & Iron Works 
Columbian Steel Tank Co. 
Keystone Pipe & Supply Co. 
Kansas City Struct. Steel Co, 
Kaw Boiler Works Co. 
Lancaster Iron Works 
Maloney Tank Co. 
Petroleum Iron Works 
Pennsylvania Tank Car Co. 
Phoenix Iron Works 
Pittsburgh-Des 

Company 
Parkersburg Rig & Reel Co 
The Reeves Bros. Co. 
Riter-Conley Co. 
Tulsa Boiler & Sheet Iron Wks. 
United Iron Works Co. 
Wyatt Metal & Boiler Works 
Youngstown Boiler & Tank Co. 


Tret-O-Lite 
Barnickel & Co. 


The Reeves 


Moines Steel 


W. S. 
Thermometers 


Fort Worth Laboratories 
The Foxboro Co. Inc. 


Tongs 


Guiberson Corporation 

Norris Bros. 

Pelican Well Tool & Sup. Co. 
Wilson & Willard Mfg. Co. 


Tools (Fishing and 
Drilling) 


Frick-Reid Supply Co. 
Hughes Tool Co. 

Keystone Pipe & Supply Co. 
Lucey Manufacturing Corp. 
Muskogee Tool Co. 

The National Supply Cos. 
Oil Well Supply Co. 

Peden Iron & Steel Co. 
Pelican Well Tool & Sup. Co. 
Sullivan Machinery Co. 
Spang & Co. 


Tool Joints 
Hughes Tool Co. 
The National Supply Cos. 
Pelican Well Tool & Sup. Co. 
W-K-M Co. 


Tubing Catcher 


Guiberson Corporation 


Under-reamers 
Bridgeport Machine Co. 


Vacuum Pumps 


Gardner Governor Co. 
Ingersoll-Rand Co. 
Sullivan Machinery Co. 


Valves and Fittings 


Chapman Valve Co. 
Frick-Reid Supply Co. 

F. W. Heitmann Co. 
Keystone Pipe & Supply Co. 
Lucey way yale Corp. 
Ludlow Valve Mfg. Co. 

The National Supply Cos. 
Norris Bros. 

Peden Iron & Steel Co. 
Pratt & Cady 

Reading Steel Casting Co. — 
Reading Valve & Fittings Co. 
Southern Brass Mfg. Co. 
United Iron Works 

Wilson Supply Company 


Water Gauges 
F. W. Heitmann Co. 


Wire Rope 
The National Supply Cos. 
es ~ pane Wire Rope Dist. 
0. 
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ENERAL AMERICAN TANK CAR 


Outage Reduced 75% 


Modern Industry’s 
Most Amazing Saving 


This insulated tank for Casinghead Gasoline 
was originated by The General American Tank 
Car Corporation, and over 95% of such tanks now 
in use are General American-made. 

Industrial chemistry had sought for years a 
type of construction that would maintain an in- 
side temperature low enough to permit bulk ship- 
ment of this important liquid without prohibitive 
outage. 

A record kept on the fleets of four big refineries, 
covering 1,000 tank loads of Casinghead Gasoline, 
showed the average outage in tanks of this type 


75% less than that in non-insulated tanks of the 
Cross Section of Tank Head Showing old type. 


3-Wall Construction 














The Corporation designs, builds, re-builds and 


“A"—Standard Steel Inner Tank. repairs all types of tank cars, and maintains a 
0. B”—Hair Felt Envelope, 2 in. thick. fleet of over 12,000 tanks constantly operating 

“C”—Steel Jacket, % in. gauge steel. under lease. 

—— to 75 Ibs. Safety valve to A letter brings a representative ready to dis- 


Dents eenntiis Bit astionn cuss any tank car problem. A chart on the test 
Capacity of all-steel trucks, 80,000 lbs. above referred to mailed on request. 


Special dome fittings for safety in GENERALAMERIGAN TANKGAR GoRPORATION 


handling this highly volatile liquid. General Offices: Harris Trust Bldg., Chicago 


° H e Hy . lhio 
E d Plants at: East Chicago, Ind.; Sand Springs, Okla.; Warren, O 
Agqoaned od nouns iad Sales Offices: 17 Battery Place, New York; 
American Railway Association 24 California St., San Francisco 
Interstate Commerce Commission Cable Address: “‘Gentankar, Chicago.” All Codes 





Bureau of Explosives 








‘Standard 8,000 Gallon Tank for Casinghead Gasoline 


LIQUID TRANSPORTATION 
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Where there’s smoke there’s fire; 
Where there’s DES MOINES TANKS, 
there’s protection! 

FIRE !—destructive fire is a “common 
enemy” of mankind. Even the fire- 
proof building has a certain fire haz- 
ard; as a matter of fact, all buildings are more 
or less subject to this common enemy; there- 
fore, efficient fire protection is an economical 
necessity. This is particularly true of indus- 
trial buildings which, more frequently than 
otherwise, are situated on the outskirts of 
cities, towns and even in the open country. 


a 


The first industrial “fire protection tanks” were 
constructed of wood, somewhat like a large 
barrel. But the variations of temperature—the 
freezing cold and burning heat—made them 
short-lived. There were other disadvantages 
too. 


When steel became the “Master Metal of In- 
dustry,” the wood tank was quickly replaced 
by the tank made of all steel plates, a type of 
construction that is unaffected by temperature 
variations, and is particularly long-lived. 








Reliable fire protection for all types of indus- 
trial buildings is afforded most dependably by 
a DES MOINES ELEVATED STEEL 
TANK. These tanks are the source of many 
economies: Lower insurance rates; low cost 
of maintenance or total cost; permanent water- 















DES MOINES 











tight service; convenient operation, 
particularly for removing sediment and 
cleaning; safety from danger of col- 
lapse, and many other advantages. 


DES MOINES STEEL TANKS are 
recommended by the management of 
industrial plants, municipal and railroad of- 
ficials, and others throughout the United 
States, Canada, and many foreign countries. 
These customers appreciate the advantage of 
consultation with the corps of engineers we 
maintain at each of our three plants. This 
consultation and the advice tendered, incurs no 
obligation whatever. You can also secure care- 
fully compiled data on cost of maintenance 
and operation. 


Do not hesitate to ask questions; remember 
DES MOINES design, fabricate, and erect 
every type of structure that can be manufac- 
tured from steel shapes and plates, in addition 
to every type of tank. Write to our engineers 
today. 

Catalogue No. 84 might be of assistance 


Pittsburgh-Des Moines Steel Co. 


884 CURRY BUILDING, PITTSBURGH, PA. 
DISTRICT OFFICES: 


New York Chicago Dallas Des Moines Detroit 
San Francisco Washington Chatham, Ont. Montreal, Que. 
PLANTS: 


Pittsburgh, Pa. Des Moines, Ia. Chatham, Ont. 


Canada Des Moines Steel Co., Ltd. 


. Chatham, Ont. Montreal, Que. 
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